



224. ‘Lhe discrepancy between the figures now given to represent the areas 
under cultivation for kharff and rubbi respectively in 1880-81 and those 
shewn in my last r-port at paragraph 195, is due to the fact that the figures 
- * gupplied by the Deputy Superintenuent for the last year’s report were roughly 
e up, while those now furnished have been taken from his regular annual 

re which was afterwards prepared with greater exactness. 

"225. It will be seen from the table I above that the area under irriga- 
tion has increased by 14,487 acres, which is partly due to the past season 
having been a favourable one owing to the irregularity of the rainfall at the 
beginning and its failure about the close of the season, and parily undoubtedly 
to increase appreciation of the benefits of irrigation by the cultivators. The 
increase in the khariff is, according to the Deputy Superintendent, chiefly 
attributable to “corrections made in existing leases by aid of survey records.” 

226. ‘The financial results shewn in table IL above do not appear to have 

_ been commensusate with those exlibited in table I. The proportion of the 
assessed demand to the area under irrigation in the year of report is much 
lower than in the previous year; and in the absence of any explanation 
in the Collector’s repo:t I am unable to assign any cause of the apparent in- 
consistency. The Collector has been asked to submit a special report on the 
subject. 

. 227. The following extract from the report of the Deputy Superintend- 
ent of Canal Revenue explains the cause of the low collection, as shewn in 
. table II above, which was 51°68 per cent. on the current demand against 74:0 


Pz 


of the previous year:—‘* For Cuttack te outstanding balance is unusually — 


heavy and the following causes have tended to bring about this result :— 
“(a) I have now no power under Act VII of 1880 to enforce my own 
on assessments promptly. 
a tie *(b) The leases of many of the villages ander five years’ engagement 
roy Sem) were revised in 1881 by cadastral survey maps, and these 
ore revisions have nearly all resulted in enhanced demands being 
ham se made, which have been objected to. 
+) &(¢) When cadastral survey map revisions were being made ryots 
tere attr; failed to attend and point out their proper holdings. On 
Mt orm _ demand statements being issued many find tiiat they have been 
heh cn a ». agsessed for more than they cultivate, and re-enquiries and 
4 ye-adjustments of accounts have been necessary. 
+ (a) The marketable value of rice is still as low as, if not lower than, in 
_. 1881, and there has been no abatement of the enhanerd land 








Better rates.” | 

Peaeege rice, which is of course the main source of revenue, falls 
‘the 1st February. ‘here is thus little time to collect it before the 
18 yee ou8 to the revised demand and the time required 









\ rents imposed by zemindars when produce was selling at 
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“MONETARY ARRANGEMENTS. re sa 


229. The following’ statements shew the receipts and issues of surtenay | 
notes during the past two years :— 


Cuttack. 2 nee Pe. 
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43,00170, 
; 18,200 “Saito 


230, The Collector of Cuttack, Mr. Pawsey, temiarks :—“ The demand for 
currency notes in the year 1887-52 has been l’ss than in @ither of the two 
preceding years, partly on account of theslacknéss of trade ‘and partly because 
of the facilities for remittance offered by the Post Office Department.” The 
Collector of Pooree attributes the decréase in ‘the value of ‘notés issued from © 
his treasury to the expansion of the wioney-order system under the m 
ment of the Postal Department. _I believe the slackness of trade in this a 
has also had something to do with ‘thie result. In Balasore there has heen a 
increase in receipts in exchange for silver, which the ‘Collevtor thus explains -— 

“ Notes are used in the district for mercantile remittance purposes, and ‘the 
increase or decrease in their receipt or issue mainly d-pends ‘onthe condition 
of trade. The rice trade was brisk during the currént year, and the note — 
transactions increased with it, being Rs. 3,76,005 against Rs, 2,92,585 of the 
vious year. There would have been stil larger transactions under this — 
head had not our cash balances been reduced at the commencement of the busy 
Be rice season, for in consequence of that depletion of our balances the encash- 
= ment of notes had to be suspended in December, January, and Februa ‘ 
Bae Speaking of the issue of notes from his treasury, Mr. Beadon writes :—* ie. ’ “i 
“A issue of notes also increased, being Ks. 3,40,150 against Rs. 3300,620 of the — A 
previous year. It will be seen that notes to the value of ‘Rs. 2 ,290 were 
withdrawn by the Accountant-General, and this accounts Yor 49¢hs of the. .-- 
issue transactions, while Rs. 55,580 were issued to the. public in the 
Bee course of businees. The local mahajans make their remittances in notes fo 
ae Caleutta for piece-gvods during the rains, and tliey generally resort to oak cach ae 
am treasury for notes, which are freely issued as far as'the stock allows. of it; but 
‘- our operations are contracted by the constant withdrawals of notes of la 

‘value to Oaleutta.” Regarding the general transactions of his 
* Mr, Beadon remarks as fillows:—“ There hag been an i t 

aay of eitaet geen during evel] ‘all 
, amounted to Rs, 


oe i $34,695, se he 
me in. souls Pe ety ire 
‘received | 
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m Rs. 1,99,1 
specie. ee a tenia ot 
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a madd under orders of the Accountant-General without consulting Jocal officers; : i 
nd ba 1 Ngee, Pao samp tore ge for money could have 
been avoid » both 


3 ‘to the convenience of the public and to the saving of the , wie 
‘cost to Government. Per contra some loss in interest would have occurred i 
while the specie was lying in tue treasury.” The question of allowing money 16% 

~ not wanted at one season to be in a local treasury til! another when it would hee 
was once before raised and urged on the Accountant-General’s kx 


» wanted 
notice. It was pointed out by that officer that the interest on the large sums 
was much more than counterbalanced by the cost of carriage. 
. 281. The following statements shew the number of money-orders issued i 
_ and paid during the past three years :— : a 


Issued. ir 





: * Pigures not givew im tho distriet report, 
: 232. _It will be seen that the money-order transactions during the year 


Seas 













creased in all the districts as compared with the two preceding years, 

ibly in Cuttack and Pooree. The result proves beyond doubt the wisdom 

of the change by which the management of the money-order system was 
transferred from the Collector’s treasury to the post-offices. The numbers of 
orders issued and paid have not been given in Pooree, the postmaster report. 
ing his inability to give them. I addressed the Postmaster-General on the ; 
‘subject, hut Mr. James says that the rules require the accounts to be destroyed A 
months, and as they have been destroyed the figures cannot be given, 
ask him to instruct the pemeinier to give the figures to the Collector at 

of each year in future before destroying the records. 

‘One case of misappropriation of Government money is reported 

= _ The sub-postmaster of. i absconded, and his cash 

nd to be deficient by Rs. 300. The man was subsequently 

idrapara to two years’ imprisonment with fine. The money i 
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statements shew ‘the transactions in the Savings 
ict treasuries during the past three years :— 
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Iextract below the remarks of the Collector, Mr. Beadon, regard 
Canal :—* The latter (meaning the one canal) is in its first year of con 


st In this country great public 


roads restored to their normal condition. The other means of cule sid ie 





225, It will be seen that the number of depositors hus stvadily increased 
in every district—a fact which govs to shew that the bank is becoming more and 
more popular. ‘he amount deposited shews a decrease in Cuttack and Pooree 
as compared with the previous year. The Collector of Cuttack explains that 
the reduction is due to the maximum sum receivable in any one year froma 
single depositor having been reduced from Rs. 5,000 to Rs. 500. The increase 
in the amount of deposit in Balasore is small in comparison with the increase 
in the number of depositors, and is attributed by the Collector to several coast 
canal (fficers and peons having put in their savings in the bank. There is no 
doubt that the majority of the depositors are persons of small incomes—the very. 
class of people for whose benefit the institution is intended ; and now that the- 
bank has been opened in the post-offices as well as at the Government trea- 
suries, its usefuluess may be expected to be largely extended. 


ROADS AND COMMUNICATIONS. 


236. The most important road of the division is the Trunk Road, otherwise 
called the Jugyernath Road, which passes through all the three districts and 
terminates at Pooree. The road next in importance is the Ganjam Road, which, 
passing through the sub-division of Khorda, in the Pooree district, connects the 
town of Outtack with the Madras Presidency. hese two are metalled roads, 
the rest being kuccha. ‘The most important of them are the Cuttack and Chand- 
balli Road and the Cutiack and Sambalpore Road. The two metalled roads in 
question, and such of the kuécha roads as are provincial, are in charge of the 
officers of the Public Works Department, the others being under the man: 
ment of the road cess committees. All the roads have been maintained in 
good order. ‘he unusually high floods of the past year caused damag ied 
some of them, ‘he necessary repairs were, however, soon executed, a 8 
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on 
are the Kendrapara, Taldanda, and High Level Canals, which lie in the — 
district of Cuttack, excepting Range IIl of the High Level Oanal, which | 
situated in the sub-division of Bhuddruck, in the Balasore district, — 
connects Bhuddruck with Cuttack. The Coast Canal, intended to serve 
the main communication between all parts of Orissa and Caleu ; 
course of construction in the Balasore district, as is also a sm 
running from the Gundukhya end of the Gobri branch of the Kend) 
to Aibha on the B:ahminee, which will shorten the communi 
Cuttack and Chandbaili, aud eventually between Cuttack 


‘ ‘ 


one 





tion, It crosses the drainage of the country, and many are 
by the owners: of tie aoa bouring lands that the drair 

will be interfered with, and that loss to them and unhee 
result. Onsuch a matter itis of cor 






ma Mina of change and love of oe 
district not 3 connect himself with frivolous cavillings, or 
at may hereafter be shewn to be absurd and unscientific fears ; and thougi 
_ responsible for the good and health of his district, he bas no means in this 
- country of getting at any independent skilled advice. hose who project, 
plan, recommend, and are charged with the execution of great works, are the 
persons to whom he can refer for an opinion. At home every land- 
Older, and every person possessing an interest of any nature in the vicinity 
by." ‘a public undertaking, can freely consult outside skilled opinion of equal 
* -yalue to that of the projectors and executors of the work; and should any 

-  disadvanta age or difficulty be urged, it can be fully discussed and averted or the 

- work would be abandoned. But in this country works are devised by enthu- 
siasts, and the wishes or obj-ctions of the people are unheard even if known to 
‘themselves, I confess I know nothing about engineering ; but when I find that 
ea,’ canal crosses the drainage of the country with a high bank, that many rivers 
be are absolutely closed, while the passage for their waters is secured by run- 
two or three of them into one channel, which in high flood is insufficient 

ah off its own waters; when all the drainage spills are apperently on the 

ground that can be selected, leaving intermediate depressions appa- 

* rently for water to rest in them; and wien for about 14 miles of country ouly 
‘ins two places is outlet tor water provided—I confess I am not surprised that 
inhabitants consider they have reasonable grounds for their anxiety, aad 

Wear that hereafter some further expensive works may be found necessary 

ae to repair unforeseen mischief. ‘he coast canal, which connects, the 
Metai with the Hooghly, is a work which is 110 miles long, and is to cost about 

@ 80 lakhs higher rates, Whether so low an estimate will eventually prove suffi- 
cient, it is not necessary to consider here. Mr. Harrison, in paragraph 8 of his 
Tee No. B, dated the 18th October 1877, pointed out that while Mr. Vertannes 
stimated the gross annual profits of the scheme at Rs. 2,46,000 and the 

expenses at Rs. 1,90,000, it would be very unsafe to accept the latter 

ures, and he shews why Ks. 2,20,000 had better be substituted. Lf the estimates 

the establishment and maintenance charges to work the line are insufficient, 

is not impossible that the estimate of original construction may be lower 

an what is necessary. But Mr. Harrison also points out that there was 

to suppose that the receipt side was over estimated, that the success of the 

a we aed gigas er of the canal to compote with the sea route and the 
necessity of securing the h trafie. Mr, Vertannes’ estimates suppose that 


the: bet of carriage by sea from Calcutta to Balasore and Chandballi is 





















: y Rs. 11 and 11-8 per ton, or 63 or 7} annas per maund, assuming 
28 maun } to the ton. Actual freights during the last year were often as low'as 
- lanna and 3 pie per maund from Chandballi to Calcutta, where competition 
rampan nM ertannes in statement W shews that it would cost 20-43 per 
ma “ahs ads by the canal, or, in other words, that it would be 8 aunas 10 pie 
nd, or nearly nearly four times as much as the steamers have been actually 
tc t. Again, the cost of conveying each passenger from Chand- 
is put down at Re. 1:70, or Re. 111 nearly. The passenger 
cha depends upon the season and the crush. Only on exceptional 
hen the approach or conclusion of some great festival at Pooree 
‘do the rates rise as high as those taken by Mr. 
ily. Re. 1-8 is the maximum, and it would always be so if 
teamer accommodation. But under the very necessary rules 
passengers, the number a steamer many take is limited, 
of s accommodation rates rise. I have known the 
d it will tg that this is just above the amount 


Beers generality of steamers left 
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tnd were at Chanda at9a.mM. 
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and Balasore, against two and none respegtivel¥ at. time ert@nnes’ 
report. At the latter place, where there is no petition, the fate for 
‘passengers at Caleutta is Rs. 2; Mr. Vertannes’ estimate is Rs. 459, or 7 4 
annas 4 pie as the tollage alone. I hayeno doubt that with competition 
a steamer could take passengers at Re. 1, and find it profitable. The canal” 
here, too, would pot compete with the sea, for the steamer, a particularly slow. 
Be one, makes the run easily in 81 hours. With the delays at the locks, I aim sue 
is the journey by canal will not be less. ‘Ihe experience of the Midnapore ewnal 
shews that a passenger leaving Caleutta at 7 a.m. on Monday does not reach 
Midnapore, 69 miles distant, till 1 a.m. on Tuesday, é.e. after 15 hours. Balasore 
i is 140 miles from Calcutta, and under similar circumstances it would take about 
“he 36 hours; Chandballi, being 270 miles from Calcutta, or 130 from’ Balasore, 
ee 4 would require at least 13 hours more, or 49 hours altogether. This quite 
ny precludes all idea of competition with the sea route to Chandbelli. That tlie sea 
F . route is now popular is shown by the fact that the passenger traffic, whieh was _ « »/ 
i 45,773 in 1873-74, rose to 66,880 in 1876-77 and to 124,507 in 1881-82, In 
5 four years, as shewn by Mr Vertannes, it grew nearly 50 per cent.; in the: 
five years it has increased by about 90 per cent. On the other hand, ne % 
canai nor sea route could compare with a railway if Government would make & 
one from Raniganj to Pooiee, a distance of 320 miles direct, as against, I believe, 
450 miles at least va Calcutta, Chandballi, and Cuttack. Rough compe 
based on counting, puts the pilgrim population even now-a-days at 2 lakhs a yé 
* +» who pass down the road through the Balasore district ; to these may be added joe 
halfa lakh as going. by Chanabualli, or 23 lakhs. Omitting possible pa 
LS from consideration, and without estimuting for Jecal goods and passens 
traffic 2} lakhs at Rs 10 (i.e. for the return of journey of 640 miles at a pice a ® 
mile), we have an income of Rs. 25,00,000. Deducting 50 per cent for cost of 
. establishment and maintenance, we get 12} lakhs of rupees as the return upon ; 
ital outlay, and at 5 per cent. (Government can borrow at 4 per cent. or less) 
this represents a cxpital of Rs. 2} crores, which I am informed by good authority 
be is more than a line carried down the !'runk Road would cost. It, too, must be 


ie borne in mind that sueh a line finds tie traffic existing. It is not ite : 
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of what might result, but a statement of what exists in spite of all di 
ae and drawbacks. When to this is added the fact that such a line would cut in 
tl two parts five districts, two of which are very large ‘Midnapore and Cuttack). 
and three of which are temporarily settled (Balasore, Outtack, and Pooree), 
j . that there must be a very large local passenger traffic between these districts, 
be sudder stations, and the outlying sub-divisions on the line, of which there are 
t five, and that district communication generally will be quickened and increased, i , 
I think I am not rash in saying that at least 2 per cent. or 5 lakhs more would — e 
ey. be secured. The line would probably best be taken to Khorda for extension %, 
hereufter, if found desirable, into the Madras Presidency, and.a branch t ceed 
off from Khorda to Pooree. Such a line would relieve all the five di 0 
much sickness dne to deceased pilgrims. While bringing a boon to hund: 
Pa* thousands of people from all parts of India, it would suorten a journey which 
oes now takes about seven weeks into one of four days. I cannot too strong ro 
; that a cvreful survey and estimate of this line be made. If it cost 
sterling, it would still be a financial success, and lead to enormous | 
f to Government. It may be that Government will determine o 
Be) from Calcutta to Bombay through Miduapore.  If-so, that porti 
aie 1 propose above between Raniganj and Midnapore might 
Wgetoia sa traffic, and so reduce the cost of construction. 
ine the whole way, | am ‘informed by engineers, need 
14 millions, supposing the existing road and anicuts to be v 
' . another half million for bridging in case ‘the anieuts 
oe ae where ferries cannot be employed, we have still an. 
hae money out of the pilgrim trafic above. 




























fee .  » requiring larger capita), is what is most 
ce. wll gale veoh te Suaaeae Sey 
park illions * and profitable withal, 
ae: ae ie I have in paragraph € 

‘ I should be glad’ t6 see a 
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r dou constructing it at any cost that will 
On the pone’ a line trom out to meet the liné em Calcutta to 
bay would present no engineering difficulty. If the line from Caleutta te 
‘be taken, as I think it should be taken, and as I have no doubt it 
4 “gen will be taken, by Midnapore, a line from Balasore to meet it above 
Se could easily be run. Tie line connecting the Central Provinces 

Miotteck would be a very important and useful line, and would assist in 
g the Orissa canals and finding trade for the Orissa harbours. The 
line would also convey all the pilgrims for Pooree, whether from bengal, the 
North-West, the Central Provinces, or the States beyond them,and even from the 
adjoining parts of Orissaitself, As regards the coast canal, there can be little 
- doubt that it will prove very useful as a convenient route, especially for internal 
_ trade, which I am persuaded will be largely increased. ‘lie sea route will 
probably..be preferred for through goods traffic during the fair weather, 
<* ey the rates of freight be the same ; but generally the canal will, I have 
little ubt, divert to itself a large portion of the trade now carried on at the 
: sides giving a new and great stimulus to commrrce, and necessarily 
9 agriculture. ‘the question raised by Mr. Beadon, as to the canal inter- 
with the natural drainage of the country, is an important one, and has, 
- ITvhave no doubt, received the attention it deserves at the hands of the 
_ engin’ ering officers. ‘lhe Collector’s remarks will, however, be forwarded to 
_ Superintending Engineer, Mr. Vertannes, and he will be asked whether 

ra. ient waterway has been or will be provided. 
Se) 287. ‘The iol owing statement shews the i a and actaal outlay on 

aeeer earns the cess year 1880-81 :—~ 
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OniaraL Wours, Reparns, 
¢ > Disraicr. SSS Total Percentage. 
aes ropused, tual. r 
pis a Proposed. | Actual, | Proposed. | sar. |? - 
4 Ra. Re. Ra, Rs. a sit 
I 15,867 28,624 20,745 54,330 3A, 67'3 
18,44 6,507 6,762 20,156 24,106 
5,060 16,524 13,080 23,137 _ 10 | 0 4 
38,341 OL,T15 30,587 1,06, 613 73.028 | 74°08 








ee = _ 288, The f Jlowing te shew the expenditure incurred on ian 
~ roads i in each district during the pust cess year us compared with the expen- 


Pas cis ie the previous year :— 























Ss he 2 ” en 
are : 4 se | Disrater. | Grants for 1880-81. |Expenditure, 1880-8). |Expenditure, 1879-80, 
| Noy |b Seale b ; ‘i —_—— 
bighy sete ‘ : 
f Ay Ks. Rs. Res. 
Pegg, MES ewe 12,129 8,234 9,992 
Meet et oat ik merle ot 2,180 1,829 18a 
a cee ‘e aes oe 1,668 1,490 2,632 
x Total... 16,160 11,663 18,048 


cote =) are 
uring ee ait less was ‘spent in all the districts on village roads 
~The ene of the committees have been told to pay 
ment of these roads, 
Balasore districts most of the roads are reported 
unusual flow ds that occurred in July and August 
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of the ee ant 


“ = 
Pe f= * 


= 






"5 - eat 2b > 
arash s Shiga ES et 


ids 





ee 


oe 


- where loose stones are lying scattered about, It is clear that the art of 


furnished returns : — : 





a road with this metal had not been acquired when whole miles were covered “~ 
with it. It would have shewn greater consideration for the public if.one® + 
mile (say) of the road had been experimented on. Those parts of the road” te 
which are still laterite are far better than the rest. Indeed I have se@m one 
part of the road where the laterite, probably through having been carefully 
laid down, has lasted without repair longer than the best manipulated parts 
of the quartz metalled road are likely fo last in the present state of road+ — 
making Sail as displayed here. This quartz is carted for miles along the  ~ 
road to places where there is laterite actually at the roadside; and so faras = - 
I can ascertain, it has no-advantage over the laterite. A large sum of money © 
is spent yearly in the maintenance of this road, and I utterly protest ai 2 
experiments being tried, and I only hope they are experiments, which gender , ,, 
miles and miles of the road unfit for any wheeled vehicle except a countr) 
cart to travel on. Laterite, it is known, makes an excellent and durable ros 
when properly worked, and the public have a right to expect that the road 
should be really good, and that it shoud not be utilised as a mere arena for, 
ill-conducted experiments.” - ay F288 
There are parts of the road where the laterite is soft and pulverises 
rapidly under the very heavy traffic, and other parts where it is firm und hagd~ 
and makes excellent roads. I presume the Public Works Department has been’. _ 
trying to improve the portions where the laterite locally procurable does: not — 
do well. Mr. Godfrey’s remarks will be communicated to the Supe‘intending 
Engineer. att 









EDUCATION. 
242. The year under review has been marked by a large increase by 
of schools and pupils, the net gain for the year being 1,043 schools and _ 


18,935 pupils. The increase is chiefly due to the collection of returns frc 

a considerable number of indigenous primary schools, which hitherto lay - 
outside the sphere of the operations of the department. yee 
. 243, The following summary statement includes every school that’ has 
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92,743 | 1,250 2,839 


7 The increase of Hindu pupils is chiefly due to"the ex expansion ‘of the 
stem in all the districts of the division. 

The large inereuse in the Mahomedan pupils is accounted for by 

ct of the inclusion of a considerable number of maktabs in the depart- | 

: ecraeg 4 

Ag “4 ‘The following table compares the expenditure on the different classes a 

onal institutions for the last two years :-— | 
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So 1880-81, 1881-82, Be 
4 ry Government Tota! Government Total bs 
expenditure, | expenditure. | expenditure, | expenditure, 
| ee 
Re, Rs, 
0,134 26,621 . 
5,740 17,328 
6378 ~ ee be 
om ___ le 54,737 pel 
1 £ . 
i A pe Spas “4 
61207 37,740 2,84.079 ee 
t |. Bob oe ee 
14300 | «dabas ag 
82 8,282 : 
4070 15,022 “if 
504 21,006 go 
950 030 ma gs 
5,287 5,430 a: 
pt } 4 . ae 
Tote | eu 
- Excluding the Ravenshaw College, Government contributions have 
46 per cent. of the total expenditure on educstion. — -- 
ly education —The number on the rolls of the Rayenshaw “i 
dei the official year was 38, of whom 29 were nativesof 


ent low attendance of the college is attributed by the =~ 
sin the mofussil, This is no doubt the case ; butas 










gph iy ce 4 
powenie "yan up the 3 degree examination and passed 
division. | nt year’s B.A manip 
‘better results this year. 
examination \were more ae 
» of in the first division. = 
1 Rs. 515-1-9, of which ¢ : 
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© 270. Thirty-nine middle English and middle 





chahled thasomnniiaitis ae ante: ieiiitd anent the in ti 
fore been experimental. The direct sdministration of Orissa by the 
Government dates from the year 1808, and the province has th " 
of time had half a century apr the benefits of English rule than its: 
‘advanced neighbour—Bengal. It is, however, advancing steadily but surely 
and the constitution of the college i is not merely an indication of progress ; . 

bat of the ree naira to all time of the mvans of further progress, T¢annot 
pass from the subject without an expression of the very deep regret Lfeel at — 
the death of the Maharajah of Moburbhunj, whieh folluwed so. soon after the sai 















realisation of the object for which his very liberal gift was made, ea Se 
258 Secondary education.—The sch ols comprised under this hvad are —. ee 
high English, the middle English, and the middle vernacular schools, tN gapetrcae 


High English schools.—Vhere are the Kavenshaw Cotleniare, XE the Bula 
and the Pooree zillah schools, all supported by Government; the Ones 
Europe in and the Lakbannath schools, both of wiich are maintained on the 

rant-in-aid principle ; and the Cuttack Academy, which is a private school. — » 
The average attendance of a high English school is 137, and the average ” 
per school Ks. 4,420, the share borne by Government being Rs. 1,522.. 

259. The Cuttack European school, which is exclusively attended be 
European and Eurasian children, has reached a fair standard of efficiency, . 
though it is scarcely as yet a couple of years old. > 

260, With the exc ption of the Ravenshaw Collegiate School, all the 
native schools have shown favourable resulss at the last University Entrance 
examination. Te attendance of two of these, viz. Puoree and Takhannath, 
suffered consid: rably in cong: quence of epidemic vi~itations of fever. 

261, Middle English schools —These are 23imwamber, with an ageregate 
roll number of 1,411 pupils. Nineteen of these are graut-in-aid and four private” 
schouls. 

262. The schools situated at sub-divisional head-quart rs are comparae 
tively more advanced than the rest. 

263. Fifteen schools sent 60 candidates to the Middle English Scholar 
ship examination, of whom 53 passed the ordeal successfully. The non. . 
competing schools are mostly new schools, scarcely ripe for showing results, 

264, In respect of Middle English education, the Cuttack district is the 
strongest. Pooree and Balasore have four and three schools respectively. e! 

265. The average attendance of a middle English school is 61, and the , 
averave cost per school Rs. 753, the share contributed by Government. being: G5. 
e765, “Middle English school lly speaki eee 

2 iddle English schools, generally speaking, are not so well fo 
as could be wished. ‘l'here is nota single df A. Fe a the staff at boc a 
thvse schools, and in the absence of better candidates even head-maste . 
are filled up by men who have not passed the Entrance examination. I 1 
forward to a time when ail complaints on this score will be by the 
increasing outturn of success‘ul stud nts from the Ravenshaw Golleee. 4 

267. Middle Vernaculur achools, —These are 35 in number 
supported by Government, ove is a private school, and the rest are 
on the grant-in-aid_ principle. 

268, Of the three districts, Balasore has the largest number i 
_ vernacular schools. Ny 

269. The average attendance of a middle vernacular sc 
“average cost per school Ks, 311, the share borne by Gov 
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schools are divided into two grades, the wpp2r 
¢ low primary. abbgecik «4 ‘ os zt 
the total number of upper primary schools for boys is 149, with an 
attendance of 3,757 pupils. A large majority of tiese schovls 
« monthly stipends from the primary allotment. 
| 275. As regards the number of upper primary schools, balasyre does 
show to advantage in comparison with the other two districts. 
976. The average number of students per school was 25, and the average 
> osteitis. 87, Government contributing Rs. 46. — “ 
rele > £ Bi One hundred and eighteen sciaovls sent $04 candidates to the Lower aa 
* Vernacular Scholarship examination, of whom 272 passed tue test successfully. 
‘he results on the wnvle indicate a higher degree of efficiency than was attained 
in any previous year. ; 
278. Lower Primary—Schools for boys have made a gratifying advance 
} from 6,737 with 74,559 pupils to 7,621 wich 86,395 pupils. 
These schools are chiefly supported by contributions from the peoples 
Goveinment aid being restricted to payment of rewards according to the results 
shewn by them iv the Pass and the Primary Schalarship examiuations. 


¥?. ‘he total number of schools which were thus rewarded was 6,056 
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st 5,464 of the preceding year. 
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980. The averaze number of pupils per school was 11, and the average 
cost Ks. 35, the share borne by Government being Rs. 4. omnes 
_, 281. One thousand and four schools sent 3,200 candidates to the Primary 
Scholarship examination, of whom 1,731 passed the test successfully. : 
282. Lower schools are divided into three grades according to the stand- 
ard of impr -vement respectively attained by them, Tue first grade schools 
correspond to those which are reading up ior the Primary Scholarsaip exami- 
nation ; the second grade schools are those which teach up to tie prelimi- 
- nary Pass examination standard ; the third grade schools are those that teach 
aby standard below the above. It is gratifying to note that the number of 
- firsmgrade and s: cond grade schools are inc.easing year by year. 
/ 283." Every district is now provided with a fairly strong staff of inspect. 
_ ing pundits. ‘The bevefits of departynental inspestion have thus veen extended 
- to the most insignificant elementary schoo s. 
204. The advantages which have accrued from the introduction of the 
et 2 pone system ure summarised in the following extract from 


of the Joint-Inspector of Schools fur the year under e 
U nder the operation of the payment-by-results system printed books 
» introduced into most of the sch ols, and one of tue airect results of 
. 1 the simplification of the pathsula course, rendering ii a task of 
1er vcomplishment on the part of the pupils and in far less time. Boys oy 
ral | parts are now able to read flueatiy any moderately difficult bovk which 3 
iad not xvad before, and work sums in tie four rulesin the course ofa, 
philst such a result could never be expected to be achieved by a : 
iS myenaing: educatea alter, the old method of teaching. = 
were t n nown own to these pathsalas before we took them into , 
j uetion is a great step in the direction of enabling tue 
ir ideas in writing in an intelligible way, 
rand slates is a decided improvement on the old system of 
and chalk, By giving them short usefal 
| erisa, Ge Save Serengthenad iit 
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“The teachers are rai seaduatly a 





ance and accounts of receipts and tebe _ "to ponies 


power by having recourse to the class system of cueing in sup 





the individual system. nye ee 
“We have provided a tolerably complete system of inspection 
schools by organising an agency of inspecting pundaits.” te 
285. Schools for Special and Technical Training,—The total n 
schools returned under this head is 168, with an aggregate roll number of Tas hs 
pupils, jes ttir~.- a8 
286. ‘The Cuttack medical survey and the Aree normal schools situated — 
at the head-quarters of the three districts are all Goveroment schools. The — 
total attendance of these schools was 160 and the. tor@h Mh coms x 
Rs, 14,568. ral 
287. The Cuttuck medical and the survey salou passed 7 ‘ane’ 46 og" 
students respectively at the final examination for certificates, The ee 
the whole were highly creditable to both the institutions, ees 
288. Sufficient encouragement has not, 1 think, been. given to 
ex-students of the Cuttack medics] school in the disposal of vacancies co 
with the medical establishment in this division, and outsiders ced oi Oh 
with the language and habits of the people, and who are not likely to feelan 
abiding interest in their work, have been imported from Behar and Bengalto 
the exclusion of the local candidates better fitted for such envployments among: 
people of their own race. None of the 13 vacancies which haye occurred 
since 1850 lias been conferred on a native of ‘the province. Itis to beh 5 
that in future the claims of the Cuttack medical school will rmpeh wath ‘ 
adequate recognition at the hands of the medical authorities, ee Paris te 
289. ‘lhe success of the normal schools was not less marked. vietha > 
statements given in the Juint-Inspector’s report of the ualifications of the 
tevchers attached to the middle andthe primary schools, 1 gather. 
scliools are indebted for a supply of their t teachers to the 
schools, Retains ” | bev ta 
290. The pundit training department of the Outtack noimaal seb Ma 
passed 25 students at the last final examination for certificates, and 79 
gurus were turned out from tie three normal schools during 2 a 
report. 
291. Of the indigenous schools of special instruction, 88 oa’ 
75 are maktabs. ‘The tols in the Pooree district are compara 
advanced than those in the other districts, the Pooree Sanskrit pve! 
the best of them all, and teaching up to the standard. preseribed 
and literature for the oriental Sanskfit examination. «  - ss 
292. A few tols and maktabs in Cuttack and Pooree have | 
into primary schools. . 
293. Education of Europeans a ad~ Burne: ie total 
European and Eurasian children ender’ instruction is ~ viz. 147 
in Po. ree, and 1 in Balasore. — 
294. The Outtack the Convent girls’, 
have 180 European ck Buopean, children. nt gi and rolls, 
and meinnt tee and are’ — to by children be 
and middle sections woah se ‘Eurasian c 
tea The Christian school h somewhat fallen 
iency. : ' hs 
295. Female B 
2,446 against 1,812 of tthe, 
ae” and the rest hist : 
296. 

























‘The ‘best’ Hindw girls’ schools are those situated at Balasore, 
- 299, The highest standard which girls’ schools have reached in Orissa is 
the lower vernacular scholarship standard. Nine girls from Balasore rae 2 
 paésed the lower vernacular scholarship examiuation. 
800, Nine girls competed at the primary scholarship examination in 
sore and Cuttack, of whom seven passed the test panslakfalls. 4a) 
» 801. Girls from boys’ schools compete at the preliminary Pass examin- 
~ ‘ation in all the districts of the division. 
802. Books.—A reward of Rs. 100 has been re-announced for a select 
ultaral primer in Ooriah, together with a plan for the guidance of intending 


Se 303. Manuscript treaties on algebra, trigonometry, and botany, submitted 
“+. by authors in nseto an advertisement of an offer of rewards from Govern- 
_ mént, are now under examination. 
804. ‘The'want of good Ooriah maps has long been felt as a great draw- 
- baék, Iam glad to learn that there is some prospect now of this long-felt want 
~ being supplied, the Caleutta’ School Bovk Society having undertaken the 
"prepa ation of cheap maps for use’in the vernacular schools of Orissa. 
Heath THE ZEMINDARY DAK, POST-OFFICE AND TELEGRAPH. 


4 ie wd 5 
eee 


~ _. 805. . The zemindary dak continues to be managed by the Postal Depart- 
and its administration has been satisfactory. The details as to the number 
nes, strength of establishment, its cost, and the percentages of the cess 

ied in the three districts, are given in the following statement :— 


Jumma of estates, 
Re, a. P. Ra, a. P. 
6,012 12 0 os 6 
Her 8 n 
£06. The administration of the Postal Department has on the whole 
en satisfactory, but the speed maintained on the line between Cuttack and 
Icutta is not so good as*it was some years back. Thore has been a great 
ovement in the banghy service between Outtack and Calcutta. On the 
of the contract for the conveyance of the banghy mail by the False Point 
he Chandbally route was adopted, and the service twice a week by the 
1 Steam Navigation Company between Chandbally and Caleutta 
which Government rans between Cuttack and Chandbally in 
with the Calcutta services have contributed to make this route very 
public. Banghies are now carried twice a week quickly instead of 
c slo i: . i 
As regards the postal lines opened from Cuttack to the head-° 
ae Chiefs of the Tributary States, noticed in paragraph 283 
report, they have worked well under the supervision of the 
iIntendent of the Post Offices. They have proved so far paying that the 
tment has‘agreed to hear the cost of the runners, of which the Chiefs 
hey at present pay the charges of the establish- 
contingencies, amounting in the egate to 
red assurances from the Postmaster. 
ed of all the burden as the carnings _ 
does not apply at present to the 
continued to be worked under the _ 
ive Chiefs of those States uy tothe | 
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Rs, | Bs. Rs. | i 
a | Sate) “ste “es a 
worse Poses | BO BOB | asesee, | inne ee bo BIT ossete : 
: PSs r 
2 a : ® These results are from the opening of the Hookitolla Telephone OMice-tince June 1881, par z = v5 eye 
ae ee? : . . . : ~ py rer Fa § 
mm 309. In furnishing the figures relating to the offices under his control, 






~ the telegraph master of Cuttack, Mr. Smith, makes the following “e 
“The Jumboo office was. closed on the 25th April last, and 

tion is carried on between Cuttack and Hookitolla by telephone. This system 

is not quite a success, as the induced signals from Morse telegraphy (the wire — 

for the telephone being carried on the same posts as the other wires) is re 

with perfect working, but communication has been carried on since the = 


arkgz— | 


























closing of the Jumboo office entirely by telephone.” * cali” Se 
as 810. The decrease of income against ‘ Jumboo (Palse Pointy” is attri-. er 


4Jy 2) 
buted by the telegraph master to the opening of the Hookitolla Telephone Office. is Se 
= He has given no explanation of the falling off in the income of the principal 
_ office at Cuttack. It probably arose from the reduction in the rate of. larges 
“recently introduced. It would seem, from the number of messages received | - 
i and despatched, that the public have not very largely availed themselves 
pss the inducements held out by the reduced scale. he opens however, 
-__ not been in operation long enough to warrant a decided opinion being formed 
as to its permanent effects on‘the revenue. i eae 
i 811. In Balasore the increase has been marked. The Collector attr 

it to the introduction of “* deferred messages” and to the 


opening of the 


a canal works. I believe the use of the wire w merchants from 
other distant places, who largely exported rice from Balasore during th 
_ season, has also contributed to the result. ARS acy: dalbtaiete opt ane 
Jae ‘ “4 co) ead 
A DISPENSARIES AND HOSPITALS. Si diasid whines 
a 312. The number of dispensaries remains the same as last year. ” 


_ the resolution of the Government of Bengal of the 20th February 
charges of the hoSpirtals and dispensaries situated within municipal lim 
since March last been transferred to municipal funds as a: small set-of 
the police charges of municipalities taken ibis Government. The W 


Commissioners of Belasore objected to bear the expenses ‘of, the 
that town on the ground of its being situated in an extreme 
% municipality, and the institution being intended for the benefit 













Tt appears, however, that a large part of the nts treated 
came from within the limits of municipality neighbe 
Magistrate bas been requested to ask the com 
matter with reference to tiris fact. iy ne 
vol se a bailing of the Balasore Pi 
a of my last report, was not fina 
the reat as 73 advanced. a new building w 
erected by the Civil Surgeon by aid of prison labou 
professionally by an officer of tne Pubite Works 
10 be completed this year, evamen ee 
ata Phe leaded at Bhuddrack: , 
<meguiring more venMieden ands | yecunaely ap 
lasore will be 
















hav ert ad to to be bi 
Nein to that Mae uicy funds for supy 










n have been raised by local subscription, and a shed is in course ee 


the : followin statement shows the opening balances, the receipts, — 
rsements, the closing balances, the number of patients treated, and 
‘of treatment at each institution bieiid the ssa year :— 7" 
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9,052 | 51 cured, 15 relieved, 
2,348 Not tarnished by the 
Civil Su ee he 
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ee MUSEUMS. k 4 
ie are no museums in this division. The local committees of 4 

e Museum at Outtack and Balasore respectively made a collection bak | 

i ‘and forwarded them to the Calcutta Exhibition. The Balasore a 
ceived thanks for its labours; the Cuttack Committee got none. ie 
an of the filigree articles sent by them were not approved. I have “ 

that the committee was hampered in its selection by the instruc- a 

vived. Assortments sent to other places on the local committee’s 4 

eee have been more appreciated. . 

tS - LUNATIC ASYLUM. i | 


al population of the Cuttack Lunatic Asylum during the 
eh Mt ‘the preceding year, The average daily es than 
‘js ; almost the same as that for 180. Of the 16 admissions, 
‘iminal lunatics, six males, and one female, and nine non-criminal, «_ 
sor ie Go suffering from temporary mania are not now | 
apa! as are uncontrollable outside, and 
unity, ave admitted after. due * = 
mee dee cured, and four partially Eee S| 
riends dt during the year. : | 
‘heasyiun ms spor" There was no epidemic | 


gy the healthy and 
eee ee 
, water PRS 
eval pi any Kind tiny 
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me 










7 “nov is 1a e ¥, the te ety Oe ee 
pred. < bs » the en § 
fe a good deal of g: ng at delay and irregularity in the perf 
of the usual rites, and I fear that the financial affairs of the temple are ht 
seriously mismanaged, ‘The car festival passed off without hitch or accic 
ie pre: De the police arrangements seem to have been particular! 
_. Imay- note here that it is So angag to have recourse to the pre 
section 539 of Act XIV of 1882 (the Code of Civil Procedure) with 
make legal arrangements for the better management of the’ t ; 
The Rajah of Pooree has ceased under the above section to be sta 
Superintendent, and until a constitution has been arranged by the civil | 
there is now no one legally competent to manage. The law still reg 
lie sag misconduct on the part of the temple servants, 










































a X of 1840, being still left in foree, though section 2 bas bee $. 
ae An early opporvunity stowis be taken to repeal this seetion, ; 
a festly been left in force by oversight. Fae ait: 

“s WORKING OF THE LODGING-HOUSR ACT. | sprees Ms 

al $25. The provisions of the “ Pooree L -house Act, 187 


5 carried out by the Health Officer appointed urider section 2 of the law a 
=. Magistrate of the district, assisted by a committee appointed under” 


as clause 2 of the bye-laws, They also administered the fund constitute 
_ __ the Act for sanitary improvement of the town of Pooree as defined 


‘law. The management of the funds allotted for conservancy withii 


; of Pooree has now been transferred to the Municipal Commissi 

Bs Government order No, 961 of the 2nd December 1881, in conseq 

2 raising of the town from a chowkidary union to the status of a mu 

‘S 826. During the year under report 632 licenses were granted 
of 6,033 houses for the accommodation of 20,588 pilgrims, agains 
6,088 houses, and 8,866 pilgrims respectively of the preceding y 

= _ 827, The actual receipts amounted to Rs 11,5 
. Rs, 4,943-15-5 of 1880-81. The increase is due to a larger number 
haying visited the place during the year under report as comp: 
ay gags an which was an exceptional one, owing to its inauspici 
Js om a Hindu pilgrimage point of view. Meta 


aie 828. The income of the year from all sources, including the 
*  .._. the close of the —— year, was Rs. 14,620-13-7, of ‘which 
Be sets? eg ving an unexpended balance of Rs. 6,841-1 
Bars - { ‘year, — ean a ‘ 
829. The two pilgrim hospitals—one at Pooree and the 
_-——s were efficiently maintained. Relief was afforded to 6,382. 
z): 5,899 were out-door and 483 in-door patients. = 
_ 880. Themain outfall drainage channel of the town 
_ * repair. The new feeder drain mentioned in: 805 
is + which falls into the above channel, was partly finished duri 
-/ report. The work will, it is stated, be completed ‘by the 
__ which the management of conservancy and sani’ 2 ha 
- under the Government, order No, 961 quoted abov 
831. There were 17° public latrines—12 
suitably i rimigg-ea ion ver the e 
during the year under 1 







Two. temporary trénch latrines 
other for females, were also 


ages ry 
y 





ris aa en 


come, w! ch was Bs. 11,525-5 as shown above—that was left 





~-unexpended at the close of the year mi: 
«883. "Due administration of the funds for sanitation is now entrusted to - “ee 
the Municipal Commissioners, as stated above, and the relief of the municipality © =. 
 from'the cost of its police will place more fands at its disposal for the same. eae 
purpose. It is gratifying to find from the Magistrate’s report that a special” Pi 

- sub-committee of the Commissioners has been already appointed to devote its Pre 
attention to the subject. ' et 
ges 1 LIBRARIES. — a 
$84. The office libraries at head-quarters and sub-divisions are reported “a 
‘to be in good order. mee 
_ LOCAL COMMITTEKS. . ong 

_  ** $85. The different local committees at the head-quarters and the sub- <3 
> divisions have generally worked well.. A branch road-cess committee was for :, 


the first time formed at Bhuddruck during the year of report, the work connected 
with the district and village roads in that sub-division baving been previously 3 
supervised by the district road-cess committee of Balasore. ‘he members 4 
are reported to have everywhere taken great interest in municipal mutters, and 
in Balasore also in educational subjects. 


CONDUCT OF ZEMINDARS. 


- 886.. The zemindars have generally conducted themselves well. Baboo 
Baidnath Pundit Rai Bahadur, zemindar of Killah Darpan; the Maharajah of 
wan, who is the virtual zenindar of Killah Koojang; and Baboo KRamnath 
Rai Chowdhury, are specia‘ly mentioned by the Collector of Cuttack for their 
liberality and public spirit. In Balasore Rajah Shamanand Dey has ~ 
maintained his reputation for his liberal support of useful undertakings. He 
recently made a free gift of lands worth Rs. 966 for the Orissa coast canal, 
for which he was thanked by Government. His son, Kumar Boikunth Nath 
Dey, continues to render useful services as Honorary Magistrate, and was 
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Chairman of the Municipal and Road-Cess Committees. a 

_ 837. ‘The following zemindars also deserve fayourable mention :— | 
%e Sri, Cuttack. ee 
~ Baboo Jaggannath Bhramabor. | — Baboo Ram Govind Jugdeb. | 
tt Resins tr nea , : 
mn pik o28 x Balas sre. of 
? ea ~ Baboo Radha Raman Dass. _ Munshi Abdool Gani. a 
yy» Koylash Chander Rai _ Baboo Govind Balhav Roy. 4 
a ee Mohashoy. » Brojabulhav Parrhi. a 

ini J as » Kanungoe Haro Prosad Roy. Wa 


stoned gentleman of Balasore has also made a free giftof ~~ a 
917 forthe coast canal, , / 
utement showing the character and qualifications of the officers a 

isappended. = . ai ] 
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UESTION OF GIVING GREATER PUBLICITY TO MEASURES UNDER 
res pbb | ol OF THE INDIAN LEGISLATIVE COUNCIL, 





No. 1082, dated Simla, the 9th September 1882. tk 

From—D, Frrzraraicx, Esq., Secretary to the Govt, of India, Legislative Dept., 

To—The Secretary to the Government of Bengal, Judicial Department. ot) Vigna be 

I am directed to invite the attention of His Honor the Lieutenant-Gover- 

nor to the question which has been recently raised in the Legislative Council 

and in the Press, as to the possibility of giving greater publicity to measures 

under the consideration of the Legislature, and to request that the Government 

of India may be favoured with any suggestions which His Honor may desire 

to make for the improvement of the existing procedure generally, and in 
particular in regard to the points to be presently referred to. 

2. Iam in the first place to observe that more direct steps are already 
taken by the Government in India than are taken in England to make the 4 
Bills before the Legislature known tothe public. In Bengal, and it is 
believed in other parts of India, the Vernacular Gazettes are sent to all the 
courts, and are there read by the pleaders and muktears. Public bodies of 
weight or influence are consulted on Bills of importance. Besides the la 
Associations to which the Local Government refers direct, there are local 
Associations which the district officer usually consults, Every district and 
sub-divisional officer is expected not only to express his own opinion, but also 
to ascertain the opinions of the natives around him; and, as a matter of 
fact, the papers which are printed regarding important Bills commonly 
contain many valuable opinions from Native Associations and from individual 

‘native gentlemen. 

It must, however, be borne in mind that some of the most important Bills 
which come before the Oouncil, and in particular measures like the great 
codifying Bills, in connection with which this question has arisen, -are, no 
matter how clearly they may be drafted, of such a nature that, even with the 
aid of the fullest explanations, none but experts can hope to master their 
contents sufficiently to offer any useful criticism on them. Similar measures ~ 
meet with but little criticism in England outside professional circles, and in | 
India the prospect of obtaining usefil criticisms on tneasures of this class ismuch 
diminished by the difficulties of translation to which I am presently to refer. 

8. The Governor-General in Council would not have it supposed that’ 
these observations are made with any view to deprecating further ‘efforts 
being made to attain the object desired. He is, on the contrary, fully sensible 
that it is the duty of the Government to give the largest practicable umount of 
publicity to legislative proceedings, and to afford the public every opportunity 
of examining them and expressing an opinion upon them, and he te sati 
that more can be done in this respect than is done at present, ‘The matter 
is, however, I am to observe, one which is not altogettier in the hards of 
the Government, The Press is the most effective agency for bringing 

_ the measures of the Government before the public, and ing for them — 
a full discussion. Without its co-operation little can be done; a r\" 
first aim of the Government accordingly should be to give the FB 





















information in its power as to the object and necessity of any 
lation. Z Oe 
4. Bearing this in mind, the first change in the existing practice whi 
contemplated by the Government of India is the » abHiontinn or <4 | 
more popular Statement of Objects and Reasons, showing why t 
-wequired, and giving a short history of the circumstances w 
‘up to it, and an explanation of the effect it is likely to have on 





matter aoa on oe te Boy will in future be taken to 
ments as clear and intelligible to the ordinary unscientific’ mi 

and when the Bill has been brought in, the Bill itself an 
Objects and Reasons, and (when this appears desirab 
Member in charge in moving for leave to 

separate form on cheap paper, so as to be 
presently referred to) for tous di 
Municipalities, Local B 
questions as it may be 
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"will further be sold at a low price to the public, and might*be made available 
- for perusal without fee at court-houses and kachahris. Sa 
_ §,  Bhe matter of translations is that which next demands attention, and 
it is by no means so simple. The difficulties of translating the technical ‘ 
wording of our Bills into oriental languages, and especially into such of those aia 
languages as are so rude and meagre as to require to be supplemented from the” oe 
Arabic or Sanskrit, are on all hands admitted to be very great. Whether these SS 
difficulties are at present overcome to the full extent to which it is practicable %. 
to overcome them, the Government of India is not ina position to say. It : 
is alleged by recent critics that they are not, and the point is one which must = 
be enquired into ; but, however this may be, the Governor-General in Council gy 





desires that no pains may be spared to make these translations as perfect as the : c: 
difficulties of the case will permit. Pe 4 
The matter is one which, in the case of most of the languages into which ~ ae 

_ translations are made, must be dealt with directly by the Local Government ; “a 
* and I am to request that full information may be furnished to the Government ry 2 


of India as to the languages into which Bills, Statements of Objects and 
Reasons, and Reports of Select Committees are translated in the territories ad- 
ministered by His Honor, as to the nature and cost of the agency by which 
the work is done, as to the means adopted for testing the accuracy of the 
work, and as to the quality of the work, and the measures which may be 
suggested for improving its quality and for ensuring an earlier publication of 
the translations. 

6. As regards translations into Urdu, it has been suggested that it might be 
advantageous to have translations into that language prepared ie the Translating 
Branch of this Department for distribution to all those parts of British India in 
which. that language is understood. It has been said that, in most parts of the © ~* 4 
country where the people do not speak any form of Urdu, educated persons’ * 
are generally able to read Urdu or understand it, so as to be able to read it in 
a transliterated version. If this is the ease, and if Local Governments 
are of opinion that it would be an advantage to have at least one translation 

_ available which would be understood by a considerable number of intelligent 

- persons in each province, and which might be relied on as being as good 

rs as the ablest translators could make it, the Government of India would be 
m pared to make such arrangements in the Translating Branch of this 
len ickens as might be necessary to admit of Urdu translations of Bills, 

_ Statements of Objects and Reasons and Reports being prepared here for distri- 
alae throughout British India. Iam accordingly to solicit an expression of 





nm on this matter. li 
.. 4. Assuming the Statement of Objects and Reasons to have been prepared ~ 
in the manner’ above indicated, and proper translations of it, and of the Bill, 
and of any other dtcument it may be desirable to circulate with them, to have 
_ been made, the next question that presents itself is that as to the mode in 
kt those documents are to be brought to the notice of the persons whose 
it is desired to elicit. I have already said that it is the intention of 
the Government of India to have copies of the English versions prepared here’ 
ale at a low price to the public, and for gratuitous distribution in certain 
arters. The same thing will have to be done by the Local Governments in + 
rd to the translations prepared under their orders; butitremains tobecon- ©. 
. d to what persons or public bodies these documents, as well as the English > ae 
epared here, should be distributed gratuitously, and what means i 
fen to render them readily available for purchase by the public 
ter is one to be dealt with by the Local Governments, and 
you will state what are at nt taken by His Honor 
listribution and sale, what additional steps it is proposed Recs 
further the object in view, as for example, by submittide +e 
) papers connected with them to meetings of persons } 
ee iy Gre i } 
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articles shall + members of the Legislative Council in thé sam 
way as regular official communications now are circulated. Iam accordinglyto _ 
request tliat particular attention may be paid to the matrer of distributing copies 
of Bills and the documents connected with them gratuitously t) the Press, and. 
that the Governwent of India may be informed as to what papers, both 
* English and Vernneular in your province, are of sufficient importance to make 
it desirable that they sbould be supplied with copies. ‘ 
‘Pex 9. It wiil be remembered, in connection with this portion of the sub- 
© ject, that exception has been taken to the present procedure of the Legislative 
Council on the ground that, under that procedure, sufficient time for forming 
opinions is not all» wed, especially to those who are dependent on translations 
which eannot be brought out for some time after the publication of a Bill; . 
and it has been suggested that » rule of business should be framed which 
o, would preclude the Select Committees to which all Bills of any importance 
are referred from reporting on a Bill until! a specified period -has elapsed from - } 
‘the date of its publication in the Vernacular languages. Any Such hard-and; * 
fast rule would, in the opinion of the Governor-General in uncil, be alto- — 
gether unworkable, The time to be allowed in each instance must depend 
upon all the cireumstances of the case; but with a view to imposing a check, 
upon over-haste, it has been determined to make a rule of business to the effect 
~ that, when publication in the vernacular has been ordered by the Council (as 
» ~ it always is in the case of any Bill in which the people are interested), the 
Select Committee shall, in their report, state the date on which the Bill has 
b ‘been published in each language. Tue result of this will be that, if in any 
as case the Committee propose to proceed with a Bill before any particular 
* » — section of the eommunity has been allowed the time to form its opinion 
\ ee. which would ordinarily be considered sufficient, the fact will be brought pro- 
“* minently to notice, and some special grounds of urgency will have to be 
wr adduced in support of the course: proposed. 

10. With respect to the republishing of Bills as amended in Select com- 
mittee, it appears to the Governor-General in Council that, as a rule, it is only 
the first or principal Report of a Select Committee that should be p " 
It would be impossible to go on republishing every time a Bill was 
amended during its passage through the Thetalasye Council. Such a proc a 
would indefinitely postpone the final passing of Bills, or would prevent” © 
very useful changes, such as are constantly suggested at a late stage of a mea- 

» sure, being introduced, except at the cost of adelay which it might not be worth 
.» while to encounter. As regards republication in English, this matter seems | 
+ 4, to be adequately provided for by the rule of business which requires a a 
4, . * Committee to report whether in their judgment the Bill has been so altered by 
*, s+ them as to require republication. , * eer aoe 2m 
<- 11. As regards republication in the vernacular languages, it should be 
stated that, though the rules of business contain no express provision ons the | 
point, the more important Bills are at present republished in vernacular as hee 
sl 8s gvell as in Engiish. The question is, whether this practice should not be — 
ie “» extended. ie, ee 
as The Governor-General in Council considers that, as a rule, when a| 
_. of sucha nature that the Council thinks it necessary to order it on its introdt 
ae ‘tion to be published in the vernacular, and the Beet Committee 
* ~ . been so altered as to require republication, there sh uld be a republicati 
ss the vernacular languages as well as in English. But this, I am to ob 
is. not always so. It oceasionally happens that, the alterations in a Bill 
Setey dope the Commi. tee to recommend its republication are alter ions. m 
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ting or in matters of procedure, and tat republicatic 
not because the interests of any nS concerned are suppose 
but simply because, owing to the complication of the si 
of there being some flaw which would cause a hitch in 
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the effect tt when the ‘Comimit two reommend the reublation 
riginall a vernacular langu e republ. 
ds arule, te place in the vernacular as well as in] English, and — 
i case the Committee do oe Seem Aepubicatiin’ ia the verna 
be necessary, they shall give their reasons for that opinion in their Report. 
an amended Bill with its accompanying Report is to be ie: ae 
ae the vernacular languages, the Report, it need hardly be said, will be drawn 
2 Dojecta fall and popular style which is to be adovted in the Statement of 
yee jects and Reasons ; and the publication, translation and distribution, 
» © the time to be allowed for the formation and communiestion of opinions, will 
‘ be governed by the same rules as in the case of »n original Bill. 
"12. ‘In conclusion, I am to inform you that this letter will be published 
ts in the Gazette of India and communicated to the Press with a view to eliciting 
tions ; and I am to request that it may be published also in the locak, 
= “Gasette and “corfimunicated to such public bodies and Ivading metbers of the 
. _ native community” as may be expucted to give intelligent opinions on the 
"points to which it refers. 
ice I am to request that your reply to this letter may be sent at an early 
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DISTRICT ROAD FUND. e: 


Caleutta, the 16th October 1882. 


No. 3393RK0. . 

 Reav— 7 

Letter from the Accountant-General, Bengal, No. 468L¥, dated the 9th Oc -— 

. 1882, submitting an abstract of receipts and expenditure of the several * 
a a (Koad) Committees in Bengal for the quarter ending the 30th June 

, 80. oa 

Tea feat Tae Lieutenant-Governor directs that the accounts of the receiptsand “s 

_ expenditure of the several District (Road) Committees for the third quarter © © 

the cess year 1881-82 be published in the Oaicwtta Gazette and be circulated 

ties the officers concerned. 4" 


sian Oxpsr.—Ordered that a copy of this Resolution, together with a copy of 














ahd 


Fe a abstract of receipts and expenditure, be published in the Supplement Payee 
fhe Caleutta Gazerte. 

aha ities Ordered also that a copy of this Resolution, and of the abstract referred 4. 
it “6; be forwarded to all Commissioners of Divisions, to all Supesintenmns a ~ 
of Public Works Circles in Bengal, and to the Financial Depers: 9 

ie: ishis ieaceansnk for information. 





; Xi By order of the Lieutenant-Governor of Bengal a 


G. F. E. 8. NEILL, Major, m.s.c., _ 


Asst, Seoy. to the Govt. of Bengal, ©” °°, a 
P. . Dept. 2 " 
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a See ~S 
- bh) 
oe 8006 0 | 11,73318 2 sane nen 11,733 18 2 | Total, Mg 
— —— --— —— |__| — |—_ —. 





‘32 json 4s 32,47,552 15 9 2,0 3 3 15,854.15 2) 12,664,953 0 2 | Guawp Torar. 
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Pratement showing Rainfall, Weather, and State and Prospects of the Tepes in the ater | 
© of Bengal, as reported to Government during the week ending the 2ist October 1882. _ 











Rainfall ‘ 
jat Sudder: Character of the wenther, state and prospects of the crops, and — |” 
Station in state of health at dare best 





District, and date of 


BENGAL a 
Oa. a1 479 |Weather—high wind with sine on 15th and 16th; brighteand sunny eur 




















Burd Oot. 21 '82) 
. Culna wef 402 Late rain has done good, Prospects middling. Fever prevalent. bape oe 
| 662 
2 Sirsemogg iE 657 |Weather—nt the beginning of the week cloudy and rainy nod at its close cool 
Bishenpore v| 4°67 clear. There was a general heavy fall of rain during the week, but the stror 
Malinra we} 467 easterly wind which blew at the ee of the week has ip some 
Khatra 178 damaged the early standing crops. Ploughing for the rubbee crop has. 
menced Some fever in the sub-division of Bishenpore among ‘those 
last year. , . 
8 |Beerbhoom, . 21 , | 561 Wedthesesiny and cloudy ; cool at the beginning of the week. Reavebiite yi 
Rampore Haut we} 682 on 15th haa mach benefited the crops which were withering from ¢ 


rain, Sugarcane doing well, Amun cropin ear, Fever a 
people not generally good, Cattle-disease not yet abated or sappeared in ie: 
three vilinges in the Sudder sub-division, ee = 











4 |Midnapore, mi} eee 5:52 |Weather—seasonable, State nnd prospects of crops favourable. i 
6 |Hooghly, 4 2L ,, | 472 |Weather—cloudy and cool. Prospects of crops not good, cea in Serampore 
sub-division. Fever prevails in Serampore, ot 
Howrah, ern 6:23 |Wenther—seasonable. State and prospects of crops good. ; ~ wi 
Oolooberia vee] O2L 3 * 


Central Districts, 
ng Peexuntede; Oct. 24 go] 1:21 |Weather—gotting cool. Prospects of late rice fair, Public health veriorally 
good, 


7 |Nadden, yl Not |Weather—except on 14th, 15th and 16th (when there were heevy rain oa high 
Amun 
































shewn | winds), clear and cool morning and ovening. Hot in afternoon, 
Kooshtea nt )-) doing fairly well. Other crops good. Fever still prevailing in all parts ‘of the 
Meherpore we} BBL district. 
Chooadanga | 573 rr 
Bongong | 657 Hl 
8 |Khoolna » 21 ,, | 660 |Weather—rough on 15th and 16th, since which fine and hot. Prospects of Inte ] 
Bee vay good, Public health satisfactory, except a few ian < < acai 
atkhira 
9 |Jeavore. an >» 677  |Weather—clondy, rainy, and stormy during first ans of woek; 
Thenida vf 518 | at its eod. Prospects of @mun crop much improved a 
Magara “| 4:80 October sowing of indigo continues. Prices of food ns { Ah 
Nuvail |) q-39 | Pablic health generally good, but cholera and fever of w mild typo. ~ 


“mee: in — are sub-divisions. : 
' Pre : . eather-—seasonable. ious rainfall during the week. Prospects 
SO Mecmhanatied, yh om favourable, Other oanting crops doing well. Lands being log 
winter crops. Public health generally good 
Hoavy showers of rain accompanied by a violent storm from 15th to: 17th; 
then weather has turned fine. Sugarcane good, and promises 
Amun doing well, Pulses getting on fairly. Rice sell 
seers per rupee, 
Weather—stormy. Heavy rain has done much good. Poa 
and of cold-weather sowings much improved. 
Heavy storm and rain on 16th and 16th. Prospects of 
seedlings said to have benefited by the rain. Public hi 
Almost continuons rain from 4 P.M. on the 14th 
Rain very beneficial to amun crop. Sngarcane 
in thana Panchbibi, Fever and cholora still prevalent. ind 
and mearinkensi and in outposts Modhoopore and Dhunat, 
in than Bogra. 
Weather—much cooler since the late hoavy fall of rain. 
good to all crops. There is still cholera in Serajgunge sab. b- 
commencing in various vy. 
Very heavy rain daring the week. Bura dhan and 
Potato and Indian-corn ripe; outturn two annas less 
health good. 
















Diongepore, Oot. 874 





Rajebanye, ny SL 4] OOS 







19 | angpore » 21 , | 12°43 
14 | Soura, » 21 | 699 


16 |Pubsa, » 2h | 545 
Serajguoge «| 946 


Darjeeling, » 21 ,, | 14°48 





4s Weather—unasually rainy for the season of year, Stale and 
17 [Jarpigores, oy EO generally favoursble, fala hasibeia beneficial for die 
neciti aha 20 515 aed rain and strong wind on 16th leit a rt 
: to 18th October. cleared up. It is fenred tho wind has done t 

oe Dis athe | oa plecehing of fields for tobaceo mer yn arnt era 

a ap to 16th, vy rain, Public health meer Rice selling at 
a Mathabhanga | Nil 

es up to 14th, 


ibe. Meckligunge Nil 


Munshigunge 
¥urreea » 21 

Goalzndo 

Madaripore 


Buckergonge, » 19 

























































Wenthor—teasonable. Prospects of crops fair. Transplanting of amun ee 
Prices stendy, Cattle-disense still prevails General Seba gee — 






Weather—cloudy and stormy south-enst. Early sown amun rice in ears. 

4 and prospects of other crops good. Grounds for winter crops in poouny 
preparation, m by 
= 20 » | 212 |Weather—rainy. State and prospects of crops very good. 










“ vy 





+ ; Su 
» | 085 |Wenther—cool; cloudy on the 15th and 16th, Earthquake twice wae a 

3 week. Jum harvest still continues. Cotton, sugarcane, and ¥ ie 
swt —— well, Preparation of land for musturd still going on, Pabits benith > 
i Tipperwh, » 18 » | 863 |Weather—rniny and cold. Prospects of amun and sugarcane favourable, 
Public health generally good. ia 


159 |Weather—seasonablo, Prospects of c . Land bei nghed f bee 
204 | sowings. Public health good. a “<° pil s ; 


286 |Weather—cool. Prospects good. Paddy benefited by the late rain,, General a 
273 | health good. a 


032 |Weather—seasonable, Sugarcane and paddy cropa doing well. Preparation . 
of fields for rubsee orops in fall swing and early sowings in progress. With 
the exception of a few cases of fever bere aud there, as is the case ab the end 


Z : of antumn, public health good, oe: 
“ Nil | Weathor—clondy, (Prospects of rice crop improved by the Inte rain, Rubbee 
he sowing in progress, Prices stationary, Health middling. 1 4 
®, 1:22 |Weather—fine. Bhadoi harvest completed with good average ontturn, Pros. 


pects of rice crop continue fav -urable. Rubisco sowings progressing. Prices 

of food-grains stationary. Public health generally good. a 
016 |Weather—seasounble, Prospects of aghani rice fair, Fields being prepared | 

for rubbee sowings. Prices stationary,” Fevur decreasing bk 
Nil |Weather—seasonable Prospects of crops continue good Cholera abating. Kb 

few cnses of fever still reported in the interior. baled 
343 (Prom 16th to 17th a violent scorm of wind and rain prevailed, since then tem es 
232 ture has fallen and signs of cold weather have set in, The Inte rain has 
168 improved prospects of rice crop and of rubbee crop. Prices have fallen. ; 
316 |Weathor—heavy gale on 16th and 16ch from east and north-east with rain, 
3:25 fine since. A good deal of paddy said to have been past help, but the raia 7 
262 of the week bos been of immenve benefit avery where, ; ie 
484 |Weathor—clear. State and prospeccs of crops much improved by late rain. % 
610 Fover very prevalent, oe 


432. |Wenther—rain and wind during earlier portion of week. Clear and br re 
during latter portion, Recent rain has improved prospects of winter Mew 
crop, A fow cases of cholera reported. General health good, 

698 [Heavy rain throughout the district from 14th to 16th, Cold weather has now 

B24 fairly set in. The rain has improved prospects generally, both as 

448 paddy and cold-weather crops, Fever still previlent in Pakour and Jam-~ 
5°20 tara, : 


489 |Weather—clear and cool Searud rice in ear. Prospects of the erop excellent. cy a. 
Late rain has done much good to it, Common rice selling at from 22 to 90° 
goers per rupee. Pablic health good. oteaa 

460 |Weather—rainy and cloudy, but fair towards the end of the week The late vu 

6-64 rain has done mach good to sarud rice crop. Laghu (chhota) = 
hi 





Co 


“ 


arvested Bara laghu ripening in some places. Prospects of crops Rg 
Prices stationary, Public health good. i 
Weather —showery at beginning of week with strong wind, latterly hot and ee isl 
with cool aud foggy mornings, Prospects of crops generally good. Burabule 
lang and Salindi rivers overflowed, but on they subsided soon, very little or 7 

no damage was done, Public health good. Cattle-disense reported from ~~ 


Bhograi in the north. i 







a 
_ * 


Weather—sensonalite. Cutting of carly rice commenced. Preepacte. alt late 
| rice fair Pablie health good. » Pas 
en’ bright and clear, Prospects of crops everywhere favourable, van 
i in thie ewrly part of the week. Weather now cool and pleasant, _ 


f “favourable for tne crops which are doing well, Reaping of ~~ 
spa pay onion General th good, but small-pox still continues 
|. to be a ig 
-|Weather—clear and cool. Al! crops promise a fall average outturn, Public — 
shealth good, ‘cite 
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Band SE 


83 and 8 by W 
W and calm 
NW and calm 
86 | W by.S and calm 
82 | W by 8 and SW by W 


76 | W by S and NNW 


_ The imean pressure of the seven days 
‘The average pressure of the correspouding period mae 24 years, 8.G. Otie 


| The mean temperature of the seveu days fa 


a average temperature of the corresponding periud for 24 your, 3..G. Olive hein . 
‘extreme variation of temperature during the seven ays 6005, ry 


‘The maximum temperature during the seven days ent Se Sows 


The highest velocity of the wind in one bour during the seven days eas 


* The highest pressure of the wind on one square foot during the seven days 


Whe mean relative humidity auring the seven days 
The average relative humidity of the correspouding period i 24 yearn, 3. G. Othen Sis 


“Pkesboea! fall of rain from 15th to 2!st October 1882 ey 
The avérage fall of the curresponding period for 24 years, 8. G. Ofice Bava 
The total fall from Ist January to 21st October 1882 — .., i 
The average tall of the corresponding period for 24 yeara, 8. G. Office’... 
fhe meau pressure, temperature. &c., are deduced from the ‘traces of se 
rom observations made at Gh, 10h, 16h, and 22h, uy 
Tht maximum ava minimum vemperacures are obtained from self- 
rmometers are verified, and the resdings have veen corrected to a av 
ie Kew eget es They are exposea | under a taaconed shad-open atthe: 
the ground. hs Se 
barometer readings are corrected sporoxioal w hone f 
at the Surveyor-General’s Oihee, +3 8 . 





$EeHagy 


{he mean temperature of the seven days Se fas 
_-‘The extreme variation of temperature during the seven days... 
The maximum temperature during the seven days ... at 

Fira. 


‘meav relative humidity during the seven cays 


ve total fall of rain from 15th to 2ist October 1882 .. 6°67 : 
mean temperature and humidity are obtained by applying to the mean of the 19h, 16h, — 
mum readings a correction dependent on the range, and derived from the hourly obse bia 
¢ Surveyor-General’s Office, Chowringhee, in past years. 


Joun Exior, iy “ ie r 
for Meteorological Reporter to the Govt. of India. — 


i 


st of the results of the Thermometric Observations taken at the Meteorological : 
Office, Chowringhee, in the month of September 1882. 
8 


n temperature during the month 82:1 
e highest temperature during the month ; 
lowest temperature during the month 
range of temperature during the mouth 
mean daily range of temperature during the month 
Fgreate: ‘ange of temperature m one day during the month 


Li 


-_ 


ity ‘during the month 


. r 
Mh eee 
= yb da s Vapbinn Sa» 
ye 


ig wt At ns ahd 





The mean pressare of = 

The average 4 years. 

The highest pater during the month 
lowest pressure during the month 
range of pressure during the month 


er 
fens 


~The a temperature during the month 
> Thenverage temperature of 24 years 
highest temperature during the month 


' The lowest temperature during the mouth 

"The range of temperature during the month _ ... 

_. The mean daily range of temperature during the month 
“The greatest range of temperature in ove day during th 


aos The mean humidity during the month | 
Phe average humidity of 24 years 


mean vapour teusion during the month 
erage vapour tension of 9 years 
he mean clond proportion of the month 
Nhe total rainfall of the mouth se ee , 
) total rainfall of the month indicated by a Beckley’s  s-if- 
: registering raingauge (mouth of the gauge 560°5 feet high) 
~ ‘The average fall of 48 years at Me aap 


te ao fall in 24 hours 


he number of rainy days in the month 
je average number of rainy days of 24 ycurs 


_ he mean maximum equilibriuu temperature of sete 
ef the month ~ ws Se eboue 
p mean difference of sun and air temperatures + ‘as 
“yreatest Ban temperature fs 3 63 2 DOMES), 
The greatest excess of sun over air temperature... i TOL 
~Ybe mean temperature of nocturnal radiation thermometer 
on woolien cloth — .., A\ rinee Ave 
The mean depression of nocturnal radiation thermometer 
below the minimum of air ei cas peieecr yt 
The greatest depression of nocturnal radiation - thermometer 
; a below the minimum of air. =a is ayo: 
Pie wean movement of the wind per day 
greatest movement of the wind in one day 
The greatest movement of the wind in one hour... 
_ 'Yhe number of hours under each of the 8 points— 
bat oe (8 ‘1, NK. 20, EB. 117, SE. 150, 8. 200, SW, 133, W. 80, NI 


<p mep. ° i ’ . 
‘The results of observations at the Alipore 
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eerie icleiin | Sunita 
i f hese 7 hog the Administration of the ” 
Sores eat Wane Se mais ocd | "eeyth in aherpeg cman as 
Prospects of the Crops in'the different districts of te'tath Dovober 1882 1908 
ie 2 “ prted Pe arerensa: during ate: week 
Wet ¢ 1883 . Weekly. Boturn ot Gremio Receipts on Indian caer, 1906 
ON THE REPORT ON THE ADMINISTRATION OF THE mt 


; RAPRRATION DEPARTMENT DURING THE YEAR 1881-82. m 
REGISTRATION. . 
Darjeeling, the 18:h October 1882. e's - 
Satie, RESOLUTION. Fe & 
; ton the administration of the Registration Department during the year g 
Pe ‘ " 
ons Sodas rt en Marriage Registration Act a 
> yours 1879.80 and 1880-81, and the orders of Government “a 


that there. awe ae cea a decrease in the aa ist 

ear, thou e ew 
Rs. 17,934 den Sines Or 77879-80.° The ae 
in a i ds ee or 52, a joe: tity 










pita of 18,71 8 
that y The total receipts amounted to I 

Sera ee tha receipts being Re. 4,701 
surplus amounted 


“less than in the yeaa ames 
against Rs. 3,95,472, an year. thal af en yr since the r 
established, "The number of registration ¢ was reduc Tite 
decrease in the number of registrations is stated erally re ‘due 
continuous good harvests, while the decrease in expenditure is, it is said, 
.~ attributed to the closing of small and financially unprofitable offices. _ Me is 
ee 2. In the following table are given the results of the working of ce = 
Department during the past year as compared with the results in the 16 years 
Which preceded it :— 
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1865-045 40,910 
1806-67 101,422 
1867-08 119,700 
1868-00 125,436 | 43,706 | 45,739 | 218,008 | 3,67,971 | 2,008,008 |) CRITE 
1860-70 160,020 
1870-71 159,063 
1971-72 158,077 
1973-73 174,788 
1B7B74 203,519 
pribetd | 5 
266,265 
ss 2 = 
+ 812,023 
1878-79 ry 
BS7,624 
1880-81 317,877 
1881-82 808,823 
Increase, er wneiys aay eA ae eee es 
Decrease 14,054 





8. The following statement shows the number of registrations 
effected during the past three years, classified according to their — 


to a or immoveable property, and to their se saps 
optional :— 

















ReGISTRATIONS AFFRCTING IMMOVEABLE PROPERTY. Sane ris 
1879-80. 1880-81, 1881-82. 
Compulsory. 
Instruments of sale, &¢c., of immoveable propisty § 
of value Rs. 100 and upwards 40,697 37,890 38,022, 
Instruments of mortgage of immoveable property i 
of value Rs, 100 and upwards exe 48,925 44,939 Prrics My 
Perpetual leases " won ane 126,187 102,512 639 
: Term leases under section 17 Sie wo -114,908 125,195 1 win 
Other compulsory registrations YF A008” 6,882 7,341, 6.7 f 












_. Total compulsory registrations affecting immovenble ; 
oe property =... oes ae oy 337,524 317,877 






Instruments of sale, ae of loa property 













of value less than Rs. 100 ae 87,961 
Instruments of snartgege, Be immoveable property 
¢ 1 sn less than or preg a se0 ade 50,090 
t ases for one year an iwrin ae e ! 
Miscellaneous its oe a S086 
Total optional registrations enerting immoveable eee re 
property on sh ve 147,610 











-)g_ Total registrations affecting immoveable property... 485,134 
Reoisraations we oes — AYFROTING 


ornesh 8 
Miler rei tineen a of ae 
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» percentage of the registrations of immoveable pro th 
Oar cavisbraions was 81°2, the same as dutiog t e preceding 
re was, however, a deerease of 3°42 per cent. as compared with the ’ 
of similar ewe in 1880-81, and of 10-06 per cent. as compared et" 
ose during 1879-80. The decrease in compulsory registrations affeeti a 
veable property amounted in all to 4-42 per cent. ; while under the h 
optional registrations affecting immoveable pert the decrease was only ae 
~ 106 per cent. The decrease under the head of “ Registrations other than oe 
those affecting immoveable property” was due to a falling off of 5,657 £ 
nu bet of obligations for ite payment of money or money-bonds = 
ered. . Looking to the operations as derided into two classes, compulso: ee 
tional, and comparing them with the similar figures for 1880-81, it Ss 
that the percentage of decrease under the head of compulsory er 
registrations was greater than under the optional head, the percentages being 
4°42 and 3°63 respectively ; whilst, on the other hand, there was an increase Be 
in the proportion of optional registrations to the whole number of opera- . 
cat the entage being 43°43 in 1881-82 as compared with 42°8 in 
1880-81. The Inspector-General points out that the percentage of optional 
registrations was higher during the past year than os uny of the six 4 
years which preceded it, with the exception of 1879-80, which was an abnormal vf 
year, and he remarks—“ If optional registration is to be considered as the test . 
of the popularity of registration, the result may be considered encouraging in « 
a season of such exceptional prosperity.” Accepting, however, asa fact that i 
the number of documents o honey registered is an indication that the people ° a 
goer the advantage of registration, it does not follow that an increase in cn 
)percentage during a prosperous year can be regarded as showing an 


















in appreciation of the system, as persons can better afford to pay for the =: 4 
additional security which registration affords ina good year than in a bad. Fu 
The largest number of operations in one district was, as in the preceding year, es 


in Jessore, the number of rogistrations in that district being 77,197. In eight 
_ other districts the number of registrations was above 20,000, viz. 24-Per- 

















og nnahs (39,369), Backergunge (35,782), Chittagong (26,610), Mymensingh a dl 
_ (22,347); Midnapore (22,252), Furreedpore (21,647), Noakholly (21,084), a 
r | Ti h (20,572). The nine districts in which the number of registrations ‘ia 


exceeded 20,000 coincide with those in which the operations exceeded that = =~ 
pov 1880-81, with one exception, viz. the district of Tipperah, which "Nail 
- during at aes year took the place of Nuddea, in which the number of regis- 
tions fell from 21,810 to 18,967; while the number in Tipperah rose iy 

___ from 18,883 to 20,572. In no district was there less than 2,500 registrations, ai 
4. ‘sso in Desjocling and Singbhoom, where the numbers were only 268 a: 
_ and 269 respectively. Out of 44 districts in which the Registration Act was 
__inforce, the number of registrations was greater during the past year than 
that which preceded it in 21 and less in 23 districts. We bi 


2 






1880-81. 1881-82, ’ * “ 
Vs : y oe see 102,512 74,639 . ° re : 
Tenses * pt Ae oe So) ae. 125,195 140,287 ak 


4,485 3,890 





282,192 218,816 
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{following statement shows the number of pe 
4 iy as in rig Soe named :— : 
































Jessore er clea ari +. 28,407 16,119 ee 
Backergunge my si .. 17,188 12,150 sw esd 
see we : Fit ea oe 
24-Pergunvahs oe o wn 6,686 5,860 © te BE 
Noakholly ye Sek 6284 3,708.7 k hoon 
Bh ’ ———s rey, “ 2 Bm -f 
we? Total... 79,082 “Gog96 m 








Assuming that the number of permanent and term leases (excluding leases for 
one year or less) shewn as registered during 1881-82 and 1880-81 is correct, a 
and-that no term leases were included under the head of perpetual leases, ~ 
it would seem, on comparing the figures of these two years with those for» °° 
. 1879-80, that the gradual increase of term leases, and the gradual decrease of 
perpetual leases, is not entirely to be attributed to improper | classification, 
and that there has actually been a gradual substitution of term for ~ ie 
leases. ‘The following table shows the number of each of the two ki lease 


ay 
a 


registered during the past three years :— res 
ee P 7 1879-80, 1880.81. 1881-82, oe A 
Perpetual leases ves :126,187 102,512 74,639 Hino 
Term leases ws = 114,908 125,195 140,287 . p 
Total w+» "241,040 227,707 214,926 Bey 





- —_——- - ES ; rr | - 
In $1 districts there was a decrease as compared with 1880-81 in the n wet es 
of perpetual leases registered, in two no such leases were registered, while the 

number increased in }1 districts only. Various reasons have bpp 
the different District Registrars for this decrease. Amongst others. a good harvest — 
is put forward as accounting for the falling off, as it is said to place obstacles in 
the way both of the landlord and the tenant executing perpetual leases. 
The landlord, whose rent is reserved in money, though it is cblociabed on the 
value of a certain share of an average crop, is unwilling to let in i ty 
land, the rent of which is calculated on the value of a certain quantity of crop, 
when the market value of that quantity is low, owing to an abundant harvest,  __ 
On the other hand, the tenant not being, it is said, able to realize as high 
a price for his produce as in a less prosperous year, is unable to pay the salami 
_ which is demanded when a perpetual lease is granted. That a landlord should 
be unwilling to accept, as the perpetual rent of his land, the value of a * 
amount of rice calculated during a year when the price is low seems 
but it is doubtful if the fact of a "epee harvest places the ryot in such 
pecuniary difficulties as the inabilit to pey the salami pile ht ta » The 
price of rice no doubt falls with a plentiful outturn, but the ryot takes to 
market a larger quantity than he would do in a scarcer sad dee re 
and the smaller price per maund should as a rule, the Lieutenaut-Goye 
believes, be nearly compensated by the larger amount sold, though p 
in some few districts, where the market is overstocked, this may not be th 
If this view be correct, there is no reason why the tenant should not 
‘position to pay the salami required for a pe lease. The2 
taken on a perpetual lease is naturally lower than that of land 
for a time, and Mr. Rivers Thompson is disposed to attribute 
off in perpetual leases in a year of peony in part to the fact thi 
-year landlords can realize a larger percentage of their 
- therefore afford to let their lands for limited periods on 
instead of being obliged to give perpetual leases on: worse te 
“secure the amount of ready money yielded by the salam 
second cause pointed out by the I 
+ in the few districts in which the 
e amount of land available must decres 
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‘the landlord is the more unwilling pt 
remarks, 


party, because, as the. 
oral the remarks made by the Vernacular onthe _ 
tions which the draft Rent» Bill places on the power of landlords+ta. 
se are not lost upon them ; but there’ean be little doubt that the tenant® ~ > —~ 
3; hemselves are unwilling to risk perpetual engagements before they aré sure 
that they will not reap some further benefit from the Bill if it becomes law. tag 
| It is not. possible to ascertain the exact amount of the influence of the Rent ae 
| Bill on these transactions, but the figures of the next two years will probably nie 
_ throw further light upon the subject. : 


at 


ae ~ 6. The number of term leases increased from 114,903 in 1879-80 and « / 


e 
=F 






5,195 in 1880-81 to 140,287 during the past year. ‘he number of term bas 
+ leases registered in 1879-80 being much less than the number registered in J 
1878-79, the Inspector-General suggested that the decrease might be attribut- a 


able to the provisions of Act I of 1879, under which cultivators’ leases became 
% liable to stamp duty, unless no fine or premium was paid, and the lease was for 
- que year or less, or for an annual rental not exceeding Rs. 100. In 1880-81 
there was an increase in the number of term leases, but as the figures for are 
1879-80 shewed amongst perpetual leases some which should have been exhibited a 
as term leases, the two sets of figures were rendered practically worthless for 


purposes of comparison, as it was not certain that the increase was not due to it 
more accurate classification. The figures for 1880-81 and 1881-82 have, how- a 
ever, been carepally compiled, and an increase in the number of term leases is a 
yagain visible. is fact, taken by itself, would appear to indicate that the 


provisions of the new Stamp Act have not had a prejudicial effect upon the 
execution of term leases. It is, however, possible, as pointed out already, 
«that the increase has in a great part been due to a preference at present for term % 
~  Jeases, and if so, it becomes difficult to ascertain accurately what the effect of the 
withdrawal of the exemption from stamp duty from a large proportion of term 
leases has been. Fc 
“©7. There was again a falling off in the proportion of term leases to ic 
counterparts. The percentages of these documents registered during the last 
three years were— 


1879-80. 1881-80. 1981.82 By. 
Leases ea and 85 818 26°66 i 
Counterparts ¥ 2 65 68-2 73°34 


- As compared with the figures for the year 1880-81, the percentage of leases 
‘to counterparts registered fell during the past year in Bengal Proper, in Behar 
and in Orissa, and increased slightly in Chota Nagpore. On examining in 
detail the figures for the several districts, there is the most marked variation in J 
the proportion between the number of term leases and of counterparts registered : 
“not only in different divisions, but even in different districts in the same "ys 
division. Thus in Beerbhoom the percentage of leases registered was-only 
against 37°72 in Midnapore; in Bogra it was only 932 against 25-04 in 
agepore; in Durbhunga it was 33°84 against 75°6 in Sarun; and in 
ulpore 16°8 against 43°89 in Monghyr; while in the Dacca Division the oe 
age of leases was only 2°38 in Mymensingh against 29:11 in Backer- Zz 
Though the ay percentage of leases was only 26°66, the percent- 
ferent districts varied from 2°38 in Mymensingh to 77:26 in Lohar- ¢ , i 
the following explanation is given by one Registrar of the obstacles . ae 
y of the free interchange 7 
























of leases and counterparts :— a 

f ly registered in smaller number than counterparts or kabuliyats; a 
n the registration of thes: two classes of documents is accounted for nd 
ai acially the iotors of large estates, feel themselves disgraced ie 


‘ing formal leases, and make it a point of honour not to break 

i seeing Set, 56 ge a re ee are =~ to ap 
in order to avoid the expense of stamp duty and registration fees. 5 
ay epost aorta of the tenant, + le the . 

m, in defiance’ of all notions ietv, to pay the stamp). 
uments, h Feta outwith dion ‘contelelican i qe ia 


“no loubt, J mever, that the cause why so few leases are 4s 
0 sani dling $6. bila tecnealvse down by = 
tt Pin to tr nt wn 


n will not grant 
n of leases to counterparts regi r 
test of the relations which 3 ee 
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The“ Tnspector-Genéral himself, after quotitig the reasons given by vaious 


~~ Registrars for the small proportion of leases registered, remarks— = __ 
‘ “ Although the above extracts explain the causes that operate F deeb: 

‘fa : hasclonge of e causes 
the rent laws have not contributed to make landlords less inclined to grant 


ee The decrease in the og ree of leases to counterparts during the 
: years may be immediately 


written contracts, they do not sufficiently point out is of the low: 
proportion of leases to counterparts which appear to have been specially at work during _ 
the Nast two years, andut isa matter for consideration whether the impending change- iy ts 


i compelled by circumstances.” S 
two 


+ 


e to the Rent Bill; but this explanation will not * 


account for the great diversity which exists in different districts. The varia- 
tion is no doubt largely due to the difference in iocal custom ; but there seems 
to be some reason to fear, from the remarks made by the Registrar of Chitta- 4 


: gong, that the difference in different districts is in some instances caused by 


ua the erroneous registration of counterparts as leases, when the leases themselves 
~~ are not registered. The Inspector-General should issue such instructions 


the same system of classification adopted in every district, 


to all registering officers as will prevent any further continuance of this 
practice if it exists. Until this has been done, and the returns are correct, 
there does not appear to be any advantage in discussing the cause of differences 
which would probably decrease in some instances and disappear in others were 


8. As compared with 1880-81, there was an inerease during the past, 
year of ‘34 per cent. in the number of sales of immoveable property | 
exceeding Rs. 100 in value which were registered, while there was a decrease’, 


g of 4°78 per cent. in the number of registrations of mortgages of property 
ons 


“aa ofthe same nature and above the same value, the number of regi 


during 1880-81 and 1881-82 of the former class being 57,890 and 38,022 


¥ respectively, and of the latter 44,939 and 42,787 respectively... These 
F. variations are so small that, in the Lieutenant-Governor’s opinion, it-would. . 


a be useless to attempt to attribute them to any particular cause. 


explanations are given by local officers, they are 5 cine the outcome of a 


desire not to pass unnoticed points in which 


ifferences occur between the 
figures of any particular year and those of some other, no matter how 


unimportant those differences may be, or how difficult it may be to assign them 


= to any special cause. Thus, for example, one Registrar explains the decrease 
aa of mortgages in his district by the fact that many of the agricultural classes _ 
e. were obliged to mortgage lands, &c., on account of their inability to pay their 
rents from the low price of feod-grain ; yet on looking into the figures relating 
OVe- 
; * able property exceeding Rs. 100 in value only increased from 1,471 in 1880-81 
i to 1,486 in ]881-82, while the number of mortgages of immoveable oh tae 


to this district, it appears that the number of registered mortgages of imm 





of less than Rs. 100 in value registered during the same years was only 1,4! oe Te 
warrant the 


and 1,454 respectively. The increase in number seems too small to 

Registrar ascribing it to a fall in prices, more particularly when the agg 
a value of the property mortgaged, whether above or below Rs, 100 in 
-_. ‘was less during the past year than during the year which preceded it, ' 
; the number of money bad, registered in the district rose from 1,048 to 
If the reason assigned by the Registrar for the increase in the nu 
ie ar mortgage deeds be correct, it would certainly have been 
to look for at least a proportionate decrease in the number of regist 
these being usualiy executed by the non-agricultural classes to 
prices mean increased prosperity. om he 


9. Withthe present report. the I 

_ _ showing the number and value of estates and 
a -sale during the year, and the nu 

\ similarly Pit is during the same period. 
between the figures for the past year and 
ted. with the rey 
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yours’ purchase, 
ae Be 1880-81, -82. Sp 
Whe, , me 
» > Batire revenue-paying estates ... Jad we 148 20 a 
ae Shares in ditto ditto... det aw 218 35 
‘tl Revenue-free estates ue as cae 
m rmediate tenures of all kinds 73 81 
: ; Others Sah 81-4 64:3 
sks a Olase 11. 
. ; Ryoti — at fixed rates... us vs 10% 95 
_ Ditto with right of oooupancy ‘ 12 9-2 


With regard to Class I, the Inspector-General remarks: ‘The figures may be 

\» considered more correct than those of the previous year, and though far from 
-” eaqrrect, I am in*hopes that in time, by the careful checking and supervision 
receive, they will become fairly accurate, The difficulties at present are 

that in many cases no revenue or rental is mentioned in the deed. Register- 
ing officers have been instructed to obtain these particulars either at the 
timeiof presentation or of returning the deeds. But in some cases (notably Cal- 
cuttu) parties have declined absolutely to furnish these details as not com- 
under the law. Another difficulty has been explained in the case 

of the Gya returns, wherein the specific shares of estates were not mentioned. 

Tn the class of tenures there are service tenures, such as ‘birt,’ ‘ jagir,’ &c., 
in)which there is no rental reserved at all, or merely nominal rents, In the 
class. of ‘others,’ masonry buildings, tanks, re ie of fishery, and other 
= am rights are often sold with small parcels of land, the price paid for 
the land being quiteout of proportion with the price paid for the other 
advantages ; hence the average is vitiated.” It is satisfactory that more care 
is now being taken with these returns, but the results show that the infor- 
mation is still very far from complete. In the case of the sales of entire 
seyenus paying estates, the average number of years’ purchase at which they 
were sold is 20. This is rather above the value at which estates are usually 
sold, but the fact that it is so would not in itself be sufficient to render the figures 
of no practical value, were there any consistency between the results in 
different districts. Some variation must no doubt be looked for in dif- 
ferent districts; local custom, better title, a greater demand for land, or 
circumstances which bring a number of estates iuto the market about thé 
same time, may tend to increase or lower the number of years’ purchase 
which an estate will command, anda slight depreciation in one district 
might, in striking the ave , counterbalance high rate in’ another, 
the average for the province being fairly correct. As a fact, however, 
@ average is made up of fence which, taken in detail, show that the 
is practically use aking 12 years’ purchase as a low average, 
4 as'a very high one, it appears that, excluding Calcutta in which the 
tions are exceptional, the average number of years’ purchase lay between 
mits in only 9 out of 43 distri icts. In the others it varied from 
Burdwan and 1°56 in Durbhunga to 1,378 in Chumparun. In 
wing districts the average was extremely high—Bhagulpore 
gra. (799), Maldah (80), Sarun (93-1), and Gya (1041). It is 
he results in Gya were due to the peculiar circumstances under 

6 transaction during the year took place ; but as in Bhagulpore 
sales hope Sal ate te hab estates during the year, it 
find that the average chould be so high as 79°4 years, 
z that the average should reach the amount of 1,378 
ich there were 18 transactions. Under the class of 
estates,” yough “in 25 out of 43. districts 
the kind, being excladed) 
z igh as 153'2 and 215'8— 
. In Mozufferpore, in which there 
aver ey Seater which was extremely — 
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238 transactions in Shahabad gave an average of 139-9 years’ 873 
Burdwan gave 122°3 years’, and 406 in Dacca gave 138°1 purchase ; while 
in Hazaribagh the average number of years, purchase given by 60 ier 
, reached the enormous average rate of 49,078. In regard to the results _of the 
sales of “ ryoti holdings at fixed rates,” and “ryoti holdings with right of 
_ occupancy,” the figures, though varying considerably in various d : 
‘did not exhibit such great discrepancies, and are more satisfactory. The 
.Lieutenant-Governor is prepared to accept the total results in the two 
latter cases as representing a fair average number of years’ purchase; but. 
that the result in the case of entire estates was an average of 20 years’ 
‘purchase was purely a fortuitous circumstance, brought about by the impro- 
ably high average in some districts being counterbalanced by the cduelly ‘ 
improbably low average in others. No doubt further experience will enable 
registering officers to show better results, but much is wanting before the 
figures can be received with any confidence, or can be accepted as data . d 
from which any accurate conclusion can be drawn. The Lieutenant-Governor 
would impress upon the Inspector-General the necessity, when strikitig © 
the average for individual districts, of excluding from the figures cases 
which are clearly abnormal, and which, when included, simply serve to vitiate 
the total results. The return would papery be more valuable were three 
distinct sets of figures shewn against each district—the intermediate 
including the transactions in which the number of years’ purchase was between 
the normal maximum and minimum, the first those in which it was below the 
normal minimum, and the third those in which it was above the normal 
maximum. It could then be ascertained at a glance whether the total average 
for any district was unduly high or low in consequence of one or two 
exceptional cases, or was due to special circumstances prevailing in the 
district itself, which could then, if necessary, be made the subject of a separate 
enquiry. 
. 10. In 26 districts (including Calcutta) there was a decrease in the 
number of money-bonds; in the other 18 there was an increase; the increase 
in the latter districts was, however, slight, the total number of such documents. 
registered being more than 5,600 less than the number registered during. 
the previous year. The number actually registered during 1881-32 is not’ 
accurately stated, it being given as 73,308 and 73,301 in two places in the 
body of the report, while the Statement No. VII, appended to the report, 
shows it as 73,300. Regarding the decrease the Inspector-General remarks: 
‘' The decrease is attributed by nearly all the District Saisie to the general 
prosperity of all classes owing to good harvests and low price of food geanh 
and for want of a better explanation this must be accepted. At the same — 
time it may be that the public are beginning to learn by experience that — 
registration per se carries no weight, and that a registered deed requires tobe ~ 
proved the same as any other deed when tendered in evidence.” Itappearsto 
the Lientenant-Governor that the general explanation that the local officers have _ 
given, viz. the effects of good harvests and the low price uf food-grain, as affect- 
ing all classes and causing a decrease in the number of bonds, is hardly consistent 
with the explanation of increases under other heads which are said to be due to the ~ 
cultivators being unable to realize money for their crops on account of the mai A ORE 
being overstocked. This is put prominently forward as one of the J : 
wid rendered cultivators unable to pay the salami fee demanded on p 
leases, and is said to be one of the reasons why fewer perpetual le: 
ted during the past year than during that which gonad The L 
overnor does not, as already stated, think that, save in exception 
the total amount realized by the ryots can have fallen much, if 
what they realize in an ordinary year, though an increase in 
may have been attended by a proportionate decrease in the pri 
It seems to Mr. Rivers Thompson more probable that the decrease 
of money-bonds has not been general throughout all cla: 
the low price of Lped gar has enabled the poorer memb 
tural community to live without such frequent reco 
is necessary in times of scarcity or of unusual 
Governor is not disposed to attribute the ¢ 
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‘ ata bare always required proof of a registered document 
xxecution is denied, ain order to prevent false personation and 
of fraud, it is very necessary that it should be so; but Mr. Rivers 
n has no doubt that registration in many cases prevents execution 
ied, that the public are well aware of this fact, and that deni 
execution of authentic registered documents is resorted to more as_ 
s Of hurassing the opponent and forcing him to a compromise than from 
a of being ultimately able to disprove the validity of the instrument. 
’ tat t e general public look upon registration, to some extent at all events, 
asa safeguard, appears evident from the fact that so large a number of instruments 
* yelating to petty matters were registered: thus out of 73,300 money-bonds 
- registered, 58,74: were bonds for amounts not exceeding Rs. 100; while out of 
515,494 registration fees extending over 23 classes as regards amounts, in 
yr AeA Tos. canes the fee was 12 annas, the lowest of all the classes, 
+, 1. The number of wills registered was 1,756 as against 1,689 registered 
during 1880-81. This number, considering the large population of these Pro- 
yinces, is very small, the more so if, as remarked by the Registrar of Howrah, 
the majority of these were executed by prostitutes to prevent their property being 
confiscated to Government as intestate on their decease. The number of 
written authorities registered was only 26 as compared with 31 registered 
during the preceding year. The decrease is very marked when the figures are 
eorapared with those for 1879-80, during which year 46 such documents were 
~ 12. In consequence of the High Court’s notification regarding searches, 
which have to be made before an application can be filed in the civil courts 
for the sale of immoveable property, the number of searches increased from 
18,084 in 1879-80 to 30,863 in 1880-81, though the orders were only in force 
»» during. six months of the latter year. During the past year the number of 
searches increased to 46,125 (in statement II the number is stated to be 45,432). 
The Inspector-General quotes the following remark regarding searches from the 
eport from the Registrar of Pabna:—‘‘ Though there is an increase under this 
heading, the High Court rule cannot be said to work well. It is almost a farce, 
as most of the applicants do not make any search at all; they think their duty 
done if the application for search is filed ; ther do not know how to search the 
index registers.” If this is so, the affidavits filed in the courts, to the effect that 
the applicant has searched the registers, or has caused them to be searched, 
id ascertained to the best of his belief whether or not there are any 
brances on the property, for the sale of which he applies, are a 
rm, The ordinary office staff is not sufliciently strong to make the 
or the applicant, nor are the fees for searches which are realized 
t to enable Government to s en it; the search must conse- 
e made either by the applicant himself, who probably is unable to 
ectual one, or by some one whom he is generally obliged to 
and who makes the search as superficial as he can. In connec- 
this subject, it seems to the Lieutenant-Governor to be worthy 
on Whether some minimum should not be fixed asthe value of the 
an affidayit regarding a search would be required. It is clear 
:amount for which the applicant sues is small, the expenses 
search are comparatively large, and this may frequently 
. have a good cause of action, from endeavouring to obtain 
m from fear of the expense to which they wil! be’ put in 


increase in the number of cases in which rogistra- 



































increase in 
bein, -as compared with 2,827 in 1880-81. 


nder sections 72 and 73 of the Act 
past year. In 163 of these cases 





exedited by the civil courts during , 


ng year. Of these, nine were 
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actual registrations, in each of which he has to 


the negleet of the civil courts of his district to comply with the. 
No. 37, dated the 10th December 1879, of the Court, 
officers to give notice of discredited registered deeds to the 
district.” The matter will, the Ins r-General states, be brought to th 
notice of the High Court. This will no doubt have the effect of 
any further omissions of this kind on the part of the civil courts. 

ear 2,031 deeds were impounded as compared with 832 aang 0-81. 

he increase is attributed by Mr. Handley to “ greater ur zeal dis- 
played by registering officers” after they had roceived a circular. which he 
issued in the beginning of 1881, in which he drew attention to certain remarks. 
made by the Board of Revenue on the apparent neglect of officers to impound 
deeds which were insufficiently stamped. Out of the 2,031 deeds impounded, 
fines were levied in 621 cases, 105 deeds were declared to be properly stamped, 
and 1,305 cases were pending at the close of the year. ‘This result cannot be 
considered satisfactory. Out of the number disposed of, the proportion found 
to be correct was very large, showing that sufficient’ care was not cise 
their impounding. e number of cases pending is very large, and the 
Lieutenant-Governor concurs in the view taken by the Inspector-General that 
the delay in the disposal of such cases entails hardship on the parties, The 
matter will be brought to the attention of Collectors with a view to the cases 
being decided without unnecessary delay. During 1881-82, 52 prosecutions 
were instituted as compared with 56 during the preceding year. Out of 
107 persons brought to trial, 73 were convicted, 82 were acquitted, and the 
cases against the remaining two were pending at the close of the year. 

15. The total receipts for the year were Rs. 9,11,920 as compared with 

Rs. 9,16,681 in 1880-81, and the expenditure was Rs. 4,98,514. as py 
with Rs. 5,21,209 in that year. The net receipts amounted to Rs. 4,13,406, 
or Rs. 17,934 in excess of the net amount realized during the preceding year. 
The increase, notwithstanding that the number of registrations dosent is 
attributed by the Inspector-General to an increase in the receipts from search- 
ing fees, and a saving in expenditure by closing some small offices, In addi-— 
tion to the expenditure of Rs. 4,98,514, the cost of stationery (Rs. 6,253), and | 
of priuting, &c. (Rs. 48,884), was shewn as a book-debt against the Registra- 
tion Department by the Superintendent of Stationery ; the actual net surplus, 
deducting the two latter amounts from the balance of Rs. 4,13,406, was 


or 


a 
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therefore Rs. 3,58,269, or Rs. 23,068 in excess of the actual net surplus of 
1880-81. The new system under which Rural Sub-Regi are remune- 
rated by commission varying according to the number of registrations was in 
force during the year, and is reported to have continued to work 








and well. Since the scale was fixed, the number of operations bn tha aerene | 
ie a 


offices has been increased by the searches made under the Hig 
order. ‘These searches, while increasing the number of operations. 
















in the 
various offices, give the gs reser officers a claim to increased commissioi 
without any material addition to their work. As the scale was fixed at 
time when this increase in the number of operations was not foreseen, 
be necessary hereafter to make some special provision regarding th 
of searches which shall be considered equal'to one registration. At 
search is reckoned as a registration, though the former entails n 
work on the registering officer than the rear ofa deed, and 
somewhat anomalous that one officer should receive as high a comm 
certain number of searches as another officer receives for the 
register tho 
total number of registrations, including - decrease 
the past year, and it may therefore pe be found | 
‘any revision of the scale until the results of another year’ 
ote. ha ans ot Roghinty sittemceipanan iii 
16. The number i ces 
10 than Ihebant and ) meg the close of 
ubani and Tajpore, of whieh 
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the registration work must either be left too much in the hands 
gistration clerk, or be performed to the detriment of the Sub-Divisional 
| other duties. For this reason, as well as for those mentioned by the  . 
-General, it a to be advisable to convert most, if not all, thes ~~ 
Re b-divisional registry offices into rural sub-registry offices. This step would fe 
no doubt involve a slight “een loss on Sub-Divisional Officors in charge, 
a but as they are allowed a house rent-free or house allowance, and are therefore 
in a better position than officers at the head-quarters of the different districts, o. 
. and as Sub-Divisional Officers by a transfer to head-quarters, to which they are a 
- always liable, would also lose the commission on the registration fees, the ie 
deutenant-Governor does not consider that this loss should ie allowed to stand a 
in the way of a change which would, he believes, tend to improve the general ph. 
administration. The Inspector-General should submit a separate report on the ; 
__ \Py subject of the transformation of sub-divisional registry offices into rural sub- 
. nagistry offices, together with a statement showing the probable financial effect 
, such an arrangement. On the receipt of the report the subject will receive — 
the further consideration of Government. i 
17%. The following statement shows the operations under the Mahomedan 4 
Marriage Registration Act since 1876-77, the year in which it came into . 
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‘During the year a new office was opened at Mendigunge (Patorhat) in Backer- 
gunge. Since the close of the year three new offices have been opened at Bs - 
mpore Beauleah, Puttea and Belmariya in Rajshahye, to which district the 
Act Sis been extended, and another office has been opened at Khanjanpore in 
ean which district the Act was already in force. There has been a con- 






























falling off in the number of ceremonies registered, only 7,857 being 
ed in 1881-82 as compared with 8,430 in 1880-81, The number of a 
, regi fell from 5,777 to 4,951, and the number of ‘hola divorces ed 
n 779 to 667; while the number of other divorces registered increased . 
, the number registered in 1880-81 and 1881-82 being 1,874 and 2,239 a 
ively. The state of the records in the offices is stated to be good, and B, 
i | of the Mahomedan Marriage Registrars is well reported on. 
With reference to the working of the Act Mr. Handley writes: “‘ The 
rs to be less and less resorted to year by year, and to be fast becoming 


9 
eh 


er. Considering the large Mahomedan ear of Chittagong, the By 
‘registrations as shown above” (viz. 2,639) ‘does not show that the aa 
jar even in that district. The higher classes hardly resorted to it.” ‘3 

_hkabinamahs before a Sub-Registrar, and it is considered sufficient a 


afer ‘the marriage. In the face of this consensus of opinion I submit 
ai ‘er the Act is amended the better.” Since the close of the year? , ; 
overnor has had before him the opinions of the local officers, + 
ing Mahomedan gentlemen, who were consulted on the proposals 
the Committee ny aioe in 1880 to consider and report on the i 
nedan Marriage Registration Act, and the rules under it, and also “a 
» extend the Kazis’ Act to these Provinces. Tho suggestions Ee 
h amittee were -as involved fresh legislation, and their sy 
by a draft Bill, which was not, however, approved by Pe. 
or, as further legislation a red unadvisable at present. a 
ommittee’s report, and the opinion exp onthe 
utenant-Governor _— to te con-) 
aaking registration compulsory, the ee 
failed. | In the opi Sin of the ou aa 
» provisions of the law which impose 
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par wi by a modification of the rules framed 
It was finally decided that the Kazis’ Act (Act thera 1880 should: bey 
extended to and that the officers appointed as Kazis shoul 
ex-officio Mahom Marriage Registrars : rs will be selected by the D 
Magistrates, but they will be supervised by a Committee sitting at Cal ' 
A small Committee will also be appointed to reconsider and revise the 5, 
rules, ‘The Lieutenant-Governor hopes that the appointment of Kazis and tie te 
simplification of the procedure will tend to an improv ement in the w A 
the Act, and that registration of marriages and divorces will wcapestre 
freely resorted to. 

19. There was an improvement in the number of office-insp 
the number being 936 as compared with 861 in 1880-81 and 
This gives an average of rather more than three inspections dor. ‘och of 
During the year Mr. Harrison, the Officiating First I 
registry offices and 36 Christian and Mahomedan registry 0: 
133.stamp inspections. Baloo Hem Chunder Kerr, the | inating Secor 
Inspector, who has since left the Department, inspected 169 registry offices and, 
23 Ohbristian and Mahomedan marriage registry offices, and made 249 ‘atamp, 
inspections. ‘These results are creditable to both officers. © 

20. Mr. Handley was in charge of the office of Inspeetor-General ‘during. 
the year, and performed his duties thoroughly and efficiently. Amongst regis-_ 
tration officers the following are deserving of special mention for the interest, — 
which they took in the working of the Department :— tome” 


Disrricr Recisrrars. ae fini 
Mr. a Sta see se «+ Jessore, ‘ 
” am wee oe ase aa Sonthal exgomnehs. 
» Anderson ae Oey Ses a a ney ‘ 
Ex-orricio Sup-Reeisrrars. ” Br 
Baboo Protap Narain Sing as aoe «»  Bankoora. RO yoda \ 
Syed Mahomed _... + «+ Mozufierpore, 9 
Ruran Sun-Rucistrars. Bea a tPolar Nath 
Baboo Abinash Chunder Mitter ... vee ea ..» Serampore, en 
» . Nund Kumar Chowdry 
The names of other officers special ally “mentioned by the Inspector-General oe 
also noted. The names of all the officers favourably mentioned will be forwarded _ 


for information, 


to the Appointment Department, with a copy of the Inspector. -General’sremarks, 


By order of the Lieutenant-Governor of a ; : 


F. B. PEACOOK, _ 
Offg. Secretary to the Government of Bo 
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jas MihLinD Aa 
| ts i BEVENUE DEPARTMENT—OUSTOMS. 
. Calcutta, the 31st October 1882, 


feet ak RESOLUTION. , 
. 
.. The Report of the Collector of Customs, Caloutta, on the administration of the Custom 
sta partment for the year 1881-82. 


- «© The ‘+ pe which is justly commended by, the Board of Revenue for its 

careful and complete character, was compiled by Mr. Grimley, who succeeded 

. Maclean as Collector of Customs on the Ist May 1881. Mr. Armstrong was 

Pebepaty Collector of Customs throughout the year. The latter appointment has 

since ceased to @xist in consequence of the alterations made in the tariff by 

Act XI of 1882, whereby import duties on all commodities, except liquors, 

jum, salt, and arms and ammunition, were abolished, and a very considerable 

reduction in Customs and Preventive establishments was rendered possible. 

The abolition of the duties, which was the logical sequence of the partial 

revision of the tariff in 1878, tovk place on the 10th March, and its effect was 

to a small extent only before the close of the year. The present 

therefore, which is the last of its kind, and the full analysis prefixed to 

it Board of Revenue, possess considerable interest. In future, though 

it val be convenient that a report on the working of the Department in re- 

spect of the articles still liable to duty should be submitted, the Collector’s review 
will be comparatively unimportant. 

2. The total value of the private sea-borne trade of Bengal in articles 
both free and liable to duty for the last five years is shown in the following 
table :-— 

9 


” 




















Imports tes lig wee oes aee | 26, 84,808,448 18,48,21,959 21,77,86.509 24,00,99,585 22,96,31,990 
“ MIDS iineiw sees ek! dees 3,76,90,426 8,58,61,608 5,10,53,433 4,67,96,404 4,80,62,000 
otal Imports 29 | $7,25,08,020 

a en 94, 28,35,496 

ae Exports BS; F sear ao "gece bats Rye ebm 3 6,05,658,189 
7 be Total Exports  ... all sal 40,93,89,618 

" Guano ToTan 58,58,06,345 64,13,40,351 69, 22,258,017 68,19,94,247 


















The falling off in the foreign imports was almost entirely due to the diminished 
importations of piece-goods consequent on the immense importations of 
the previous year. The decrease in the exports to Indian ports was entirel 
due to the exceptional cheapness of rice, exportations of which, ‘hong 

- larger than in 1 81, were of less value. Exports to foreign ports 
: ded by nearly one crore of rupees, and imports improved by over 20 
The figures given include imports and exports of treasure, but do 
vu » Government transactions. 












to have taken place in the imports on behalf of Government was 
e nents of stores for the East Indian Railway which is now classed 
Jepartment of Government. In the year under review the imports 
behalf of Government showed a still further increase, being Rs. 96,25,250 
st 88,42,803 in the previous year. The chief articles in which an 
crease ak place were railway plant (. 4} lakhs), ale, beer and porter (3} lakhs, 
lakhs), Saee = lg steeee agp ogg 

ieee ni » woollen , and most er 

place. Expor' a behalf of pap an 
ma mainly to shipments copper 
‘the import of malt quo, these figures 
substitution for European gopds 
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As out last year, a great part of the increase which then 
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fact that almost the entire quantity of gold imported 


— gouds. “It is, however, impo ib et draw an) 
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the prosperity of the country. . ata OF 


4._ The following tablo shows the aggregate. gros and net Customs reve- 
nue of Bengal for the year previous to the revision of the tariff in 1878, and 
for the four years during which the modifications then introduced have been 


in force :—- 


rhe 















Import duty (excluding duty on salt). we Mh, 72,168,176 
ae ee) SSR erent 
otal gross duty... | S7404208 | 8,92,76,012 | 9,81,00150 
np yt oeasi 8.35,087 
Exports... oe 142, 
Total ...| 4,758,979 
Total netduty =... ~3,00,78,285 





Of the falling off of eleven lakhs of rupees in the import duties (exclusive 
of the duty on sa t) nearly nine-tenths is due to diminished receipts from the 
duty on piece-goods, and is accounted gl the very large importations which 
took place in 1880-81 of that veces icient to supply to a great extent the 
requirements of the succeeding year. The decline in the receipts from general 
import duties was balanced by an increase of nearly ten lakhs of rupees in 
the duty on imported salt and two and a half lakhs of rupees in the export duty 
onrice. The deductions from gross income on account of refunds and p abe 
remained practically RemeRE oie The actual increase in gross duty as com- 

ared with 1880-81 amounted to Rs. 1,18,748, and would, the Board believe, 

ave been nearly uine or ten lakhs of pee had the tariff remained unchanged. 
The Collector of Customs estimates the probable future decrease in goa. 
leviable on articles other than salt at about 75 per cent. of the revenue for 
the past a The charges of the department amounted to Rs. 11,33,857 as 
against Rs, 11,61,637 in 1880-81, the principal fluctuations being a decrease 
from Rs. 11,12,364 to Rs. 10,71,731, or 1 per cent., in Calcutta, and an increase 
from Rs, 29,263 to Rs. 41,201, or 55 per cent. at Chittagong. The former 
is ascribed to diminished importations of piece-goods, and the latter, whieh is — 
a natural result of the expansion of the port, to larger clearances of salt and | 
export of rice. ue 


6b. Trade of the Port of Calcutta.—The total foreign trade of. the port 
of Calcutta during the year amounted to Ks. 55,86,09,377, of which 
Rs. oe er and Ks. 83,52,61,114 exports. From 
these figures it appears that 95:5 per cent. of the foreign import ‘trade = 
and 97°8 Be cent. of the foreign export trade of Bengal is ocak 3 mer | 
through Calcutta. A decline to the extent of nearly two crores ofrupees 
took place in the imports owing to reduced shipments of cotton. i at Be 
A decrease of nine lakhs took place in the value of the metals, and of 12 lakhs 
in that of the precious stones imported. Conspicuous increases took plaé 
in the following articles :—Railway plant (11 Iakts), mineral ‘oil (7 Ta 
horses (6 lakhs). The falling off in ‘the importation of cotton-goods, th 
probably not uninfluenced by thie ee ee of money ‘cons 
on the cheapness of rice, is, as already explained, mainly due to exces: 
importations during the previous year, and not to any falling off in 
standard of comfort, the maintenance of which is indicated by | 
the imports of gold, the use of which is confined to articles of 
higher by four of rupees than in the previous year. It is 
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years, valued at over 2} crores, has remained in the cv’ 
silver, which were lower by nearly 1} crores — ae ’ 
a result i: 


year, have at 
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Bein repose inc the: ieupars sof daly deve: goods, dun tanialy te 
a in the import o y-free: , due mainly to 
_ xevision of the tariff before the sicee of the year. 7 
_. 6, The export trade rose during the year from Rs. 32,96,84,163 to 
_ Rs. 83,52;61,114, giving an advance of Rs 55,76,948, or 1-6 per cent. An 
increase of Rs. 83,72,417 took place in the 1 of Indian free merchandise, 
and adecrease of Ks. 25,19,807 in rice. although the quantity exported was 
_ greater by 21,000 tons than in the preceding year. Exports of foreign merchandise 
and treasure fell by Rs. 2,380,470 and Rs. 45,192 respectively. ad the prices 
of 1880 81 been maintained, the total exports of all kinds from Caleutta would 
- have been higher by nearly one crore of rupees than in that year. An 
increase of one crore of rupees took place in the value of wheat exported 
- and of 98 lakhs in that of jute. The exports of tea and indigo were highst by 
py 58 lakhs and 26} lakhs respectively than in the previous year. The amount 
.. of treasure ¢xported has fallen steadily since 1878-79. In that year 
: 58,65,973 were exported, in 1879-80 Ks. 32,76,911, in 1880-81 Rs, 22,01,018, 
and in the year under review Rs. 21,55,826. 
' 7%. YVhe following table shows the fluctuations in the distribution of the 
foreign trade of Oaleutta for the last five years :— 


sf 








Percentages in— 
1877-78. | 1878-79. 1879-80. | 1880.81. 1881-82. 
Kingdom... Ur 65°66 5004 59°52 63:79 62:01 
a a ge jie is ate 1107 18°60 1447 13.07 12°27 
Do.—Treaty P on oe. sate 1°53 2-22 2-40 174 2°30 
United States. $40 aes $72 451 6-23 448 4°65 
} chee \ i ba teaesk sab fans 274 440 274 159 1:30 
ita Settloments oe a 3°87 4:03 8-98 3:76 8-89 
France ibys eves = 417 296 203 3:53 8-48 
Mauritius se vos 172 ge 182 148 02 078 
Australia oe aad 140 o 127 113 115 200 
Ytaly os 14 ~ 1/20 149 18 165 
Austria ime 0:55 0:83 0°85 112 146 
Other countries 223 $22 O44 2°87 B55 
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In the trade with the United Kingdom a falling off of 1:78 per cent 
78 A owing mainly to the decline in the importation of piece-goods. In 
_ metals there was a decline of 18} lakhs of rupees, and candles, precious stones, 
imbrellas, and woollen gvods all fell off to some extent. Among the exports to 
reat Britain, jute, tea, and wheat showed an increase, and linseed, raw cotton, 
| rice, and indigo declined. The imports from the United Kingdom exceeded the 
exports by about 3} crores of rupees. In the dealings of India with all other 
_ ¢ountries, the balance of trade is largely in favour of the former. One-half of the 
falling off in the trade with Hong-Kong, which amounted to nearly 60 lakhs of 
was balanced by an increase of 30 lakhs in the trade with the Treat. 
The decline and the increase were alike due it to fluctuations in 
of opium, of which the value of the exports to Hong-Kong declined 
63 lakhs, while the value of the exports to the Treaty Ports rose by 
) lakhs of rupees. The value of exports of raw cotton to Hong-Kong 
bout 20 lakhs, owing, it is below , to a reduction in the railway 
Bombay ‘which has led to increased nro ee from that port. The 
nt-Governor notices a similar result in the case of other products. 
question of rates on the East Indian Railway has been under consideration 
. Publie W ; Departn tee he. 
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hides and skins, cutch and gambier, would have been much 53 
it was, had it not been for an advance of 31} lakhs in the exports . 
The exports of indigo" were low in 1880-81, owing bly to the 
fear of the production of artificial indigo, which checked the operations 
of speculators. This scare is reported to have died out, at for 
the time; but, as observed by the Collector of Customs, the ibility 
of the ultimate substitution of artificial indigo for the na’ product 
is a contingency which it behoves planters to bear carefully in mind, 
The trade with the Straits Settlements amounted to Rs. 2,17,18,417, being larger 
by Rs. 8,91,780 than in the previous year, almost the whole of the increase 
being due to exports of opium, gunn es, and rice. A slight fall of * lakhs 





of rupees occurred in the trade with NG which was, however, still er o* 
by nearly 43? lakhs of rupees than in 1879-0, The decline was confined to 
the import trade, and was mainly due to the large importation of silk goods | ~ 
which had to some extent overstocked the market in 1880-81. Exports of 4 
manufactured Indian silks to France increased, and there were large increaseg |. 
in the exports of wheat and jute. A satisfactory advance occurred in the 
trade with Australia, the value of the horses, copper, and other merchandise 
and treasure imported having increased by about 6} lakhs, 3 lakhs, and 
12% lakhs of rupees respectively. Gunny-bags and tea were exported in 
larger quantities than in the previous year. The increase in the former case was 
merely temporary, the demand having risen in consequence of an un 
large shipment of wool. The advance in the exports of tea, which amounted to + 
5% lakhs, may, however, be regarded as an indication of the further development 
of a taste for Indian tea in Australia, which, with care on the part of the growers, 
will probably result in the establishment, in that colony, of a large permunent 
market for the consumption of one of the most important products of British 
India. ‘ 

8. The trade of Calcutta passing through the Suez Canal, though i 
shewed some falling off as compared with that of 1880-81, was yet larger than 
in any other previous year, thus— © 


Importa. Exports, Total. 

Rs. Rs. Rs. 
1877-78 ie «is 18,38,27,054 10,42,01,939 28,80,28,993 
1878-79 ats a 12,12,51,873 10,08,23,277 22,15,75,150 
1879-80 is atk 16,57,89,117 10,52,61,397 26,09,90,514 
1880-81 ane bs 20,09,16,855 12,52,47,308 32,61,64,163 
1881-82 oa aie 17,66,78,928 14,82, 15,084 32,48,94,912 


The decline was confined to imports, and was mainly due to the diminished _ 
shipments of cotton and piece-,oods. The proportion of the whole _ : 
os which takes this route has increased by nearly one per cent. during 
year undwr review. yw 

y. The imports of cotton twist and yarn fell from 16,572,2: value 
at Rs. 1,39,20,593 in 1880-81, to 14,221,951tbs, valued at Rs. 1,16, saee te 
the year under review. The decline, as already observed, was due to the — 
excessive importations of the previous year, which rendered it necessary for 
dealers to curtail purchases in order to reduce their stocks. The same was the — 
case with cotton piece-goods of all descriptions. On this subject thi 
remarks :— pi er i 

“Tn 1880-81 cotton piece- of all kinds were imported in largely 
uantities, the feapoitediois’ ou Fat advance of the senties oe Bre 20d 
There ton “dormers, been malig off in rae es perms et 
description of cotton manufactures. ‘The imports o ml le 4 
750 eillions of yards, valued at 859 lake to 684 mallince yards, valued at 
while white and coloured, printed and dyed piece-goods have declined fre 
yards, worth 444 lakhs, to 258 millions of yards, valued at 352. 5 
er 3 eS ee a ne goods o 
24 per cent; in cases, however, allowance must be 
the cotton duties before the end of the year. The total 
amounted to something less than 114 crores ains 
falling off being nearly equal to 14 per 









































jant harvests of the last few seasons in lowering the price of agricultural produce, 

18 diminishing the purchasing power of largest class of consumers; and (3), 

19 s degree, the advance in the price of the raw material in England, owing to 

speculators, which restrained all tendency to over-production on the part of 
. 











_ +) The Lieutenant-Governor is glad to learn from the report that the 
measures taken by the Customs authorities to obviate hardship to importers in Oe 
ss of misdescription of piece-goods have been so far aieosealat that no 7 

ya complaint has been made by importers. It is to be feared, however, - 


that the apparent success which attended the efforts made in this direction was “a 
» dne rather to a feeling amongst importers that under existing cireum- fs 
stances no further improvement was possible than to complete satisfaction at i 


- the results attained. As observed last year, only one of two remedies was 
ssible for the anomalous state of things then existing—a low and equal 
on all vi goods, or the entire remission of duty. The Lieutenant- 







rnor is glad that the Government of India was in a position at the close of a 
year to adopt the latter alternative, and with its adoption to put a stop to all Be 
cause of complaint. A large falling off took place in the despatches of piece- F 
goods up-country, and it is understood that an even ge decline has taken 3 

lace in despatches from Bombay by the Great Indian Peninsula Railway. : 

‘his, however, is believed to be due rather to the opening out of improved means - 
of communication by the Rajputana State Railway than to falling off in the 
trade from Bombay. : Be, 
10. The importations of metals fell from Rs. 1,82,19,519 in 1880-81 to 
Rs. 1,73,41,917 in the year under review, the decrease being most marked in 


the case of copper and zinc. These metals are mixed in the manufacture of ‘s 
the ordinary brazen utensils of the country, and the Board with some probability a 
account for their decline, after the large increase of the previous year, by c. 

ing that the general prosperity of 1879-80 and 1880-81 enabled the mass eh 


of the people to supply themselves with such articles as they required 
i in those years, and that this having been done, no further need for purchases 
existed. In consequence of the high pricés prevailing in England, the imports 
of iron, though less in quantity than in 1880-31, represented a higher value. 
11. The imports of malt liquor rose from 459,101 gallons, valued at 
| Rs. 12;80,882 in 1880-81, to 540,818 gallons, valued at Rs. 13,19,024 in the 
year under review, the increase being the result of a largely increased consump- <i 
tion of German and other continental beers. Under the head of spirits a ; 
further falling off is observed in the imports of brandy, and an increase in those 
_ of whiskey, with which the market is said to be somewhat overstocked at 
resent. A the whole, the imports of spirits show a decline from Rs. 25,78,518 
9 Rs. 24,64,453, The importation of all kinds of wines and liqueurs has * 
allen, the decline being, as might be expected, least marked in the case ie 
pagne, a wine used more for purposes of hospitality and display iq 
private consumption. The total imports under the head of wines was 
,748 against Rs. 18,78,319 in the previous year. The proportions of 4 
, and wines consumed, however, appear to be very constant. The an 
ort of liquors in the year 1877-78 was Rs. 67,20,494, of which 
ant was malt liquor, 449 per cent spirits, and 31:7 per cent wines , 
Tn the year under review the amount was Rs 54,91,225, of which ~ * , 
pirits, and .wines contributed respectively 24 per cent, 44°8 per 












Gut Aastanes Aehick has taken place in recent years in the 
y into India is shewn in the following table, and is, as the 
‘d observe, one of the most satisfactury features of the 
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The increase, which amounts to 38} per cent, 
sion of manufacturing industry. ‘the value of railway material 
rose from Rs. 18,74,970 ga to Rs. 30,387,906 inthe year under review, 
the advance being entirely under the head of materials for construction, 
of which large quantities were cleared for the Central Bengal Railway, the — 
Assam Railway, avd the Tirhoot State Railway. e ie eyes with 
which mineral oils are taking the place of vegetable oils tor lighting 

urposes is evident from the fact that while 1,242,708 gallons, valued at 
Rs. 10,24,687, were imported in 1877-78, 5,776,610 gallons, valued at 
Rs. 27,51,333, were imported in the year under review. American petroleum 
has effectually driven the produce of all other countries out of the market 
during the interval. In 1877-78, 77:9 per cent of the oil imported came fron: 
America, 8°2 per cent from Java, 73 percent from the Straits Settlements, 
and 64 per cent from England. In the year under review 8‘2 per cent — 
came from England, and the whole of the remainder, with the exception of “ 
é- 39 gallons, probably representing a sample, from America.« The oil im-_ 
a ported from England is reported to be used only as “batching” in the 
4 manufacture of jute, and the slight increase in this respect is simply the 
og result of the expansion of the jute industry. No petroleum hes been imported 
hy from Java since 1877-78, and none from the Straits Settlements since the follow- — 
ing year. 

r 13. An increase from Rs. 12,93,265 to Rs, 18,16,527 took place in the value 
of the drugs imported during the year, owing mainly to a rise in the shipments of 
quinine from 3,310Ibs, valued at Ks. 3,52,693, to 8,932tbs, valued at Rs. 8,29,789. 
* The Collector, who doubts whether quinine has to any appreciable extent been: 
i displaced by cinchona febrifuge, attribute the large imports to insufficient 
Z: shipments in the previous year, to the fall which has taken place in the price 
i of the drug, and to the prevalence of fever in parts of Bengal and the North- 

tr Western Provinces. The quantities imported have, he believes, also been 
I somewhat in excess of the demand. All these causes have, no doubt, been at 
bY work, but the returns furnished by the Government Quinologist and by the 
a Medical authorities prove beyond a doubt that the febrifuge is advancing in 
voll popular estimation, and has ousted quinine from a large extent of ground © 
. previously occupied by it. There is unhappily ample room for an increased 
oe consumption of both drugs. In the case of a commodity so highly priced as 
a quinine, the actual consumption can only be gauged with accuracy by com- 
paring the imports of a series of years. Te ger 

14. Overstocking of the market in previous years, and a rise in the price | 
of manufactured silk in the year under review, are assigned as the cause of the 
. considerable falling off (from 16%,417tbs in 1880-81 to 56,082tbs in 1881-82), which — 
a has taken place in the imports of silk. The import of corals has also de- — 
clined owing, it is said, to overstocking of the market by the Sicilian coral — 
fishermen, whose poverty prevented them from holding over fora rise in: oa 

ay The quantity of.coal imported rose from 66,712 tons, valued at Ks. 10,832,208 in 
_ 1880-81, to 88,292 tons, valued at Rs. 13,37,661 in the year under review. 

as The absence of competition by the East, Indian Kailway Company is supp 
i. to have raised the demand for foreign coal, but the main reason for the ine 
a is to be sought in the higher rates of freight from’ Calcutta, which 
. \ ships to the port and Pha" owners willing to load their vessels w 
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Be in preference to waiting for other cargo. ‘I'he number of umbrellas 
i fell from 2,062,870 in 1880-81 to 1,345,445 in 1881-82. The 
a believes that the imports of the former year, though not exe 


_ sufficient to leave large stocks on hand, and so to lead to caution in 
during the latter period. It is reported also that there is now 
variety in the umbrellas imported than was formerly the case, an 
that fear of a set of fashion in any direction has made ; 
about laying in large stocks. The shipments of manufactur 
had steadily fallen for several years, shewed a slight 
under review, while: a decline took place in the i 
tobacco owing to previous teccege of the mar 
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the following table :— 
y ease J te =a 
470 | 1,03,494| 328.216 | 1,75,158| sie,ase| 1,80,496| 87,000] 04.295 | ann, . 

Fr speloaents “ieee | “axes |. osrer | “exorr | aenois| Var'oer | ssceer | 1.48 toes | asta 4) 
i 2) other countries B82 625 ws | 7070 | 7788 Sas | ee Te 
ey . Tota 0,806 | 2,48,818 | 487,088 | g.2n.s74 | natass | 2,82,000 |” 945,480 | 1.75008 | songs | Soma a 
he: ATE 7 
“he Collector’s remarks on this subject are worthy of notice, and are re- a 


. produced :— i 
- Tm ions of tea have again advanced, and reach the largest totals of any year in PE 
e pg The bulk of these importations are of alow quality, the ime value 
PP being about eight annas per pound. The consumption of tea is said to be increasing amongst 
the natives mpovastey, and as the tea-planters of India do not appeas disposed to enter into 5. 

_ * tht trade, it is left almost entirely to the Chinese. Probably Indian planters do not think = 


i 
#7 


[ery 


} the trade to be of sufficient importance, because of the trouble involved in the preparation of - yy 
F the artiole for sale in very small quantities in the bazars; but seeing that the imports into Re 
loutta reach nearly 600,000Ibs., while the imports into Bombay, I understand, are thuch " 
larger, an enterprising person might find it worth his while to turn his attention to this branch a 

ete tes trade. It is the habit of tea-planters to look only to Mincing Lane for a market i 


for their teas, whilst they have neglected a market much nearer home, which would take 
off'a fair amount of the lower class of teas, if the article were only placed before the buyers ah 
in an attractive manner, similar to that adopted by the Chinese. The high class teas are not ~ 
likely to be consumed by the natives of this country, as their means are limited; but for the 4 
eommoner kinds produced, the Indian article ought to be able to compete with China 
production, which until recently was weighted with an import duty of 5 per cent, The 
attention of persons interested in Indian teas has often been directed by the newspapersigo 
this point, but so far apparently with very little effect.” 


16, Exports.—From a statement given by the Board, it appears that, of 
the whole value of goods of Indian manufacture exported from Caleutta, 
opium contributes 22} per cent.; jute, raw and manufactured, 17 per cent.; : 

rain and pulse, 13} per cent ; tea, 10} per cent.; indigo, 9} per cent.; oilseeds, — 

uy cent.; raw cotton, hides, and skins, each 5} per cent. Other exports, 

f which lac, silk, saltpetre, castor-oil, and sugarcane are the most important, a 
make up the balance. The jute trade made a considerable advance from “ 
5,367,855 cwt. in 1880-81 to 6,896,610 cwt. in the year under review, increased a 
quantities having been taken by all countries with which the trade is carried ay 
on, exeept Austria. The export to the United Kingdom, which oxpanded by Ja 
- nearly one million ewts.,is believed to have overstocked the market. The a 
Collector alludes to the pompoury of jute being grown in Eeypt to compete om 
with the produce of India, but considers the success of the experiment a 


























ematical. The large local demand kept down the export of gunny- . 
hich in consequence fell from Rs. 10,655,261 to Rs. 10,636,667, the a 
representing a little over 2} millions of bags. The principal falling off 7 
in the exports to the United States and to England, and some increase % 
e in the exports to China, the Straits Settlements, and Australia. Zz 


already noticed, though the value of the rice exported was 
1880-81, the decline was due solely to the reduction in price, # f ‘ 
unt shipped being 6,350,092 ewt. against 5,948,208 ewt. in the 3 
year. The exports to the United Kingdom, the Cape of Good a 
on, South America, Aden, Arabia, Persia, the Maldive Islands, : 
ieclined, while there was an increase in the amount taken ae 


=" Lai, 


st consumer of Bengal rice’, Java, China, the od 
ttlements, Natal, and Zanzibar. The decline in the — i 
ritius, noticed last:year, has not continued, the quantity et 






ewt., valued at Rs. 4,16,067 against 90,668 ewt., valued i . 

year. The partial retuen of the trade to al * Re 

‘the great fall in the price of gram, th 6 a 
1880.81 and Rs. 2-1-0 in the 

Bombay, and lower shippi ; 
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: an ve of r ) year was the large i re . 
occurred quantity and value bg yo th Anal ich 

3,955,269 cwt., valued at Rs, 1,51,26,950 in 1880-81, to 6,666,596 ewt.,. 

at Rs. 2,52,03,295 in 1881-82, Except Malta, all countries impbrting wheat — 
. from India took a larger quantity than in the previous year. The causes 
igned aro a deficient harvest in America and speculation in the United States. — 
18. The following observations are made by the Board regarding the tea 





% trade of the year :— 

a “ The prospects of the tea industry are at present of a most satisfactory character. The | 
exports during the past year have increased by over 2 millions of pounds, or by 44 per cent., — 

‘ft whilo there has been an advance of 53 lakhs of rupees, or 17-8 per cent. in the total. value, 


in consequence of a rise in average price from 10} annas to 12 annas per pound. bulk \ 
of the increased exports went to the United Kingdom, and it is a most encouraging fact « 
to find that, notwithstanding the largely increased pupptice, deliveries during the year wer 
more than 3 millions of pounds in excess of receipts, and have risen from 43,830,000Ibs in 1 
to 48,882,000Ibs in 1881, Stocks have been thus reduced from about 21 millions of pounds 

to 18} millions, while the stocks of China tea in the home market have increased. from 804 

my. millions to 88} millions, deliveries having fallen by 5 millions‘of pounds, or as nearly. u" 
Ps, _ to the me extentias Relivien pe Anion tea hes senna It is observed sn ee 
Be? es of tea are repo’ to have been produced in a greater proportion usual, ¢ 
oe a“ advance in price has been general, it is evident that the. ‘ine for Indian teas of a 
good quality is becoming firmly established. The lower qualities also sold at improved 
prices owing in a measure to the demand among purchasers for what is known as the 2s, 
canister, which must necessarily contain a large admixture of tea of a cheap class. . 

, «The exports to Australia increased from 776,852lbs in 1880-81 to 871,913Ibs in 1881-82, 
Reo or by 124 per cont., which may be considered fairly satisfactory; 195,686Ibs were also 
* shipped to the United States, to which country the Committee of the ‘Tea Syndicate sent 
the agent to whom their interests were entrusted at the Melbourne Exhibition.” 


The condition of things here indicated is most promising, and it may 
a fairly be hoped that the worst of the struggle through which the tea industry 
i has had to pass isnowover. The depression of past years will not be altogether 


a matter for regret if, as there is every reason to believe will be the ease, the 


3 important lesson be remembered that it is to quality rather than quantity that 

i producers must look for further progress. a 

4 19. The state of the indigo trade also was more satisfactory in the year. 

- under review than in previous ae 1,25,088 maunds having been : Se 
against 1,19,929 maunds in 1880-81, and 65,235 maunds in. 1879-80, This 


increase in quantity was accompanied also by a considerable adyance in 
the prices realized, which averaged Rs 252 a maund against Rs. 241 in 
1880-81. Some remarkable fluctuation in the demand for indigo took place 
. during the year, the export to the United Kingdom having fallen (in — 
consequence, it is believed, partly of the market being overstocked in 
1880-81, and partly of large exports from Madras,) from 13)350 chests to 
Be 7,500 chests, and that to America having risen from 2,900 chests. to 6,000 
chests. There was some inerease also in the demand for Germany, Holland, 
i" and Belgium. choke ate 
“- 20. With the exception of rape-seed, of which 974,570 ewt. -were shi A 
Be against 824,509 cwt. in the previous year, all exports of oil-seeds shewed a 
a decline in the period under review, the falling off being most marked in the 
Bw case of linseed, of which the shipments amounted to 2,864,116 cwt. against 
4,065,841 ewt. in 1880-81. The decline: is supposed to be due to an 
a improved outturn in America, from which the United Ki 
ee portion than usual of its supply. sib Nhs Bl 
co 21. The jerge yield of the American cotton resulted in 
© of the exports of raw cotton from Bengal from 875,607 owt. 
4 702,836 cwt. in the year under review. ‘The latter quantity is, h 
Bei rt the expert of any previous year, except 1872-73 and 1 
3 faily hoped that the decline is nothing more than an or 
ee” ation, though the Board believe that it may be in part due to the 
_.. charged from Western India to Europe. With the exception 
__, Italy, the demand of all countries importing Ben 
decrease in the number of 
during the year, owing 







































22, A farther 
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a demand. Dressed skins and hides 
ble increase, though the total exports are about 500,000 below 
- those of Igst year. Over-shipments of previous years are said to be the main 
cause ofa decrease in the export of horns Notwithstanding the diminution in 
the demand for lec-dye, already noticed in the Lieutenant-Governor’s revieW 
of the Administration Report of the Chota Nagpore Division, the total exports 
~ from Calcutta of lac of all kinds rose from 86,647 cwt., valued at Rs. 57,55,499 
in 1880-81, to 116,205 cwt., valued at Rs. 71,61,011 in the year under review. 
‘Shell-lac formed nearly three-fourths of the total exports, and button-lac the 
tk part of the remainder. The exports of raw silk again fell both in 
*  yalue and price, but the shipments of silk piece-goods remained comparativel 
stationary. Bengal silk is not, it is to be feared, in a position to compete wit 
"any of the silks produced in Europe, China, or Japan. The competition of 
’ 4. kerosine has again injuriously affected the vastor-oil trade, causing some fall in 
ty the amount exported and a considerable decline in the price realized. A slight 
- increase from ),460 cewt. to 16,133 ewt. in the export of sugar, when taken with 
-the fect that imports from the Mauritius, the Straits Settlements and Java fell 
from 42,904 ewt. to 4,079 cwt., shows fairly conclusively thaf'the Indian demand 
_is now supplied almost entirely by local production, and there is no reason to 
doubt that an expansion of the indu will be met by a steady demand for 
Indian sugar abroad. A considerable falling off took place in the exports of 
tobacco, which declined from 7,853,118tbs, valued at Rs. 4,29,804 in 1880-81, to 
4,782,384ibs., valued at Rs. 3,34,971 in the year under review. All the countries 
to which tobacco is exported took smaller quantities than in the previous year, 
and this fact is only partially expldined by the supposed increase in the local * 
demand for Indian tobacco, It is satisfactory to learn that Poosa tobacco 
has given much satisfaction, being considered fully equal to American. 


The imports and exports of gold and silver during the past five years are 
shown in the following statement :— 
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‘a falling off in the 
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preceding figures the Board make the following comments :— 


on value of the imports of gold has been steadily advancing during the last five years, 
hl sacle indie har “sreg fing increase for the yeay , 
very N 
| lakhs was due to larger receipts from Australia and Ceylon. Exports were 
10,160 only. ‘Tho figures of the statement show how very largely 
in gold has been increasing of late years. 









erts and of show tively small variations from the figures 
7 Ti it hag pas pl aan tra faeakion is a oes 
ve, the Mauritius, and Ceylon. The following remarks are extracted from = * 


receipts of silver is romarkable whon it is considered. that tho 
ta exceed by 55 exports @ previous year, 
se os Gf aiiaiel sneccanling cl mally, 173, 
the receipts of treasure. Tho explanation, 
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23. The value of the Calcutta 
compared in the following table :— - 
























© Imports rvto any Exports 
yRom CALCUTTA, 


Imports { Indian produce 

=p Total Imports 

Bxports...{ Pursign morchandize *. 
Total Exports 4,68,82,978 


Leeson ¢ 
The total interportal trade of Calcutta fell off by Rs. arts the year ¢ 
under review, a decline of Rs. 16,07,603 having occurred in the valué of imports * 
and an increase of Rs. 12,67,128 in that of exports. The falling off in the. 
imports was confimted to trade with Bombay (about 4 lakhs), ma? © Burmah 
(over 16 lakhs), and ports outside British India | nearly 3 lakbs); imports from — 
Madras and the Hengel outports having risen by about 8 lakhs and over 3} | 
lakhs respectively. considerable increase also took place in the im \ 
from Sind, the total amount of which is, however, unimportant and lathe to 
considerable fluctations. Decreased importations of F pasca  Soagu both Indian 
_ and Foreign, and of railway sleepers and cutch an ganbier, account for the 
* falling off in the import trade with Bombayend British Burmah respectively, 
The increase in the trade with Madras and in that with the Beng: por 
was due to larger shipments of timber and ‘of hides respectively. The chie 
remaining fluctuations in the import trade were an increase of 8} lakhs in raw 
cotton from Bombay and teak timber from Moulmein, and a decline of 9} lakhs 
in castor-oil seed from Coconada and Masulipatam, and of 4 lakhs in raw — 
cotton from Madras. The low price of rice in Bengal caused a decline - 
in the shipments of that commodity from the Orissa ports. Al oe 
the cotton twist and yarn of Indian manufacture imported into Calcutta rose 
from Rs. 27,18,217 in 1880-81 to Rs. 28,26,652 in the year under review, and 
Indian piece-goods fell in the same period from Rs, 21,10,475 to Rs, 12,66,038, ~ 
The piece-goods imported consisted almost entirely of 7 of 32s. and under, — 
and the deciine was due more to the absence of demand than tothe competition 
of English manufactures with Indian goods of these coarser textures. 
24. Exports of Indian produce shewed an increase in the case of Bombay, 
Sind and British Burmah, and of ports not situated in British India, but 
declined in the case of Madras and the Bengal outports, the net result being an 
increase of about 30 lakhs. The export of rice fluctuated very considerably — 
as compared with the preyious year, the increase in shipments to portsin the 
east coast of India amounting to about 17} lakhs, and the decrease in those Nee 
to the west coast amounting to about 19 lakhs. The latter was no doubt « ni 
to the abundance of the local crops, of which a further indication is, 
observed by the Oollector, to be found in the fact that Sat of gu 
bags to Bombay increased by about 30 lakhs of rupees. In the coasting 
in foreign commodities the most noticeable feature wus the falling off in 
___« ‘of cotton piece-goods and twist to Madras and’ Burmah, which is as 
_‘. for in the former case by the successful competition of European manuf 
andvin the latter by the substitution of country dyed for foreign twist. 
a ce 25. Minor Bec! ana spre wim ees oo 
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the foreign trade the imports were, with the 

* Jakh of rupees, confined to salt, in which a slight decline took place in the 
_-yearsundey review. Of the total value of the exports, Rs. 44,86,319, or 69°6 per 
gent, was on account of jute, and Rs. 19,48,393, or 30°1 per cent, on account of 
_ yiee and paddy. The prevalance of strong southerly winds in March interfered 

_ with supplies of rice from Noakholly and elsewhere, and so to some extent 
Gisdked the export of this commodity. The large export of country produce, 
er, indicates the future open to this port if the survey of the Me a is 
accomplished, and when the construction of the railway between Daudkhandi and 

. Chittagong places Chittagong in close and = communication with the other 
eastern districts. Itis gratifying to observe that a direct trade with France both 
. imrice and jute commenced during the year under review. Among the imports 
_ from Indian ports, jute and tobacco from Naraingunge, gunny bags and raw silk 
y from Calcutta, and cutch and gambier from Burmah, shewed an increase. An 








advance todk place in the quantities of most of the articles exported, and 
was most n gr = ans = olen paddy, ached Under orders 
* recently issued, the ities afforded to shipping the Chittagong port will 
be considerably extended; and the Simaemer!- overnor habuow wade con- 
sideration the question whether the future interests of the port would not be 
furthered by the creation of a Port Trust on the model of that which has worked 
80 suce in Calcutta. 

26. Orissa Ports,—Notwithstanding an increase of Rs. 11,42,764 at 
Balasore, the foreign trade of the Orissa be fell off by Rs. 49,171, there being 
a decline of Rs. 10,90,241 at Cuttack and of Rs. 1,01,693 at Pooree. For prac- 
tical purposes there is no import trade in foreign merchandise at any of these 
ports, the foreign export is confined to grain, of which there were larger 
exports from Balasore and smaller from False Point and Pooree than in previous 
years. The imports from Indian ports of cotton, twist, grey piece-goods, 
apparel, gunny-begs, and coal to Balasore, shewed some improvement, as did the 
ports of hides, rice, wheat, tilseed, and stick-lac. The gradual supersession of 
False Point and Pooree by Balasore, due to the superior facilities afforded by the 
_ steamers running four times a week between Chandbally and Calcutta, has been 

already noticed in the Resolution on the administration of the Orissa Division. 
wh 27. Naraingunge.—T he rapid advance made by the port of Naraingunge, of 
_ which the trade amounted to Ks, 57,39,209 against tis. 40,78,531 in 1880-81 and 


_ Bs. 34,63,810 in the previous year, is extremely gratifying. Imports of salt, ~ 
_ eountry cotton, and treasure, and exports of jute, show a considerable increase, ~ 







_ and there is reason to believe that the increase will be even more marked during 

_ the eurrent year in consequence of the establishment of a bonded warehouse for 

salt by Messrs. George Henderson and Co. and of a jute press by Messrs. Ralli 

- Brothers. The Lieutenant-Governor has proposed to the Government of India 

p Means should be surveyed from the sea to Naraingunge ; and: he has 

bt that if, as is expected, the river prove navigable for ships of large 

a great future lies before this port. 

In conelusion, the Lieutenant-Governor thanks the Board of Revenu 

r of Customs for their efficient supervision of the work of the 

ghout the year. A copy of the remarks made by the Board 

ridual officers will be forwarded to the Appointment Department 












en ee A. P. MacDONNELL, 
Sik Ofo. Seoretary to the Government of Bengal. 
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Rainfall 4 
a District, and date of —_ {at Sudder Character of the weather, state and prospects of the crops, and y 


return. Station in stave of health at date. re ' BN 





















a : Weather—cools Prospects of amun improved, tate of rubbes aloo better. B fis 
Bt stationary, General health fair. Fever prevalent, ‘ 

id weuther appears to have set in, but clouds gathering since evening of 

and wexther in consequence rather warm for the season, Prospects of 

continue fair. Lute rice in ear. Sowing of winter crops commenced, — 

fever, as usual in this season, reported. from different parts of the dis: * 


Wenther—-warm during the day, but cool in the nighie, and mornings, Prompecte 
of late rice fair. Ploughing’ for rubbee crops has, commenced, oe atid 
prevalent in Llambazar and Rajnuggur. Prices of food-grains " 

Wenther—seasonable and cold. State and fe goed of crops favourable. 

Weather—latter part of the week cloudy. Cold weather has set in, Prospects 

of crops not good except in Serampore sub-division, 

Weather—seasonable. "thate and prospects of crops good, 





Wenther—seasonable. Prospects of late rice and sugarcane satisfactory. Public - 
health generally good, 
Nuddea, » 28 » | Nil |Weather—fair and cool. Prospects of amun fair in some perts, but, not good in 
Koosh | Nil Kooshtea and Bongong. Other crops favourable. Feyer on the increase. d 


Chooadanga a Nil , 
Ranaghat wl Nil Fy 


» 28 x | Nil |Wenther—fne and somewhat cool, with wind towards the north, 
late sieo.agyenr'to hs very good. Cholera has rather increased Pie 


ek: 
2% | Nil Weeteas tao’, breezy, Prospects of amun rice favonradia, a 


sown. Fever ee in many places in the Sudder 
Nil sub-divisions, and cholera in Magoorah Narail. 


Weather—seasonable, with north wind. State and 
Sua aeecvtie.““asoe nthe totes sorb lpr y Nags vend sereveed 
* ag wal on pms i of the district, Vener a 
ing and promises'a ontturn, Palses growi: 
of amun good. Rice selling nt frota 18 to 88 spore por rupee. 4 


—cold morni " 
yf Bg Ei 


district. 
Weather—fair and dry, Strong sun. No a of further iia, 
ing, except tobacco, the seedlings of which are said vo 
the late rain, General health good. aye. 
Weather—fine and ch Mornings and evenings 
sun still hot, Prospects of amun crop touch 


24-Pergunnabs, Oct. 80 ’82 
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1:24 |Weather—hot. Prospects of crops fair. Amun plants flourishing: Prices — 
somewhat high. Cnttle-discase still prevails. General health good. eT 
Weather—fair, Enrly sown amun paddy being harvested. Grounds for winter. _ 
pro in course of preparation, , 
Weather—seasonable, State and prospects of crops very good. 



















































Werther—fine, with passing clouds, Jvom harvest continues. Cotton in pods ha: 
Plough-paddy and sugarcane doing well General health good, an 
hore has been nothing unsexsonable or uncommon in consequence of weather, 
Ohillies and sctaoad ating transplanted. Prospects of sail paddy and kalai, 9 
fair. Public benlth good. 4% 


Weather —seasonable, Prospects of standing crops fair. Rubbee sowings 2g 
progressing. Public heatth good, es 
Veer Rooms Prospects of khureof continue favourable, General health s 
good. . 3 


Weather —calm, and clear blue sky. Mornings somewhat cool; days hot. aa 
Prospects of rice crop good. Rubbee being sown. Public health good, 


Weather—cool and clear. Prospecta of rice continue favourable Rain stil me 
required for rice on high laud, Rubbee sowings in progresses. icea” 3 
stationary. Cholera still hanging abont in the vicinity of Durbhanga, 


RAS ieaalle ' Weather—fine. Prospects of rive crop excellent, Rudly+ sowings progressing. a 
ik Prices of food-grains stationary. Public health generally good, ae ‘oa 
patie Weather—getting cool, Prospects of rice crop favourable, Ruddee sowings com> 9 os 
pe oh menced in some places, Preparation of land going on actively, Fever still : 
Me ey 


reported in places, “AA 
Weather--seasonable, Prospects of crops continue good. Cholera has almost 
disappeared, Cases of fever still arene in the juterior and at head-quarters. . 
aaa andcold at nights, Prospects of crops continue good, Prices os 
ve fallen. ar, 


Weather—clear and cool; heavy dew at night. Prospects of crops aatisfice 


tory. 
Weather clea and fine, - State and prospects of crops good. Fever very pres wu 
valent. 


Wenther—cool antl bright. Prospects of winter rice improved by receut raia, 
Public health good, 

Karly cold weather, All. season’s crops secure, In western half of district the 

rice is good; in’easveru half it was so late as to be below the average, 


Weather—sonsonable. Sarvd rico in ear, Prospects of crope excellent. Common 

rice selling 1t trom 22 to 30 seers per rupee.  Fublic health good, 
Weather —tair and sunny, Cool and dewy at night towards the end of the iol 
week . Sarud paddy an eur in some places. Bara laghu ripening aud chhole = 


laghu being larvested in some parts of the district. Misow oie 
doin wt Prospects continue good. Prices of grains stationary. Public : iM 

; re y ; Rae | 
Weather—fine, Rice crop progressing. Ploughing for winter crops begiuaing, mites) 
Public health good, ; Ss 

2 . i R 


Wonther—clear and becoming cool. Cutting of early rice continues, Prospects = 
| of lute rice fair. Pablic health gooa i . 
 |Weather—sensonable Hrospects of winter rice good everywhere. Wheit hein, 

: Bc gi Prices falling in Ranchi, Siti and Tamar, elsewhere steudy. Ie 


‘coohand pleasant. Prospects of crops everywhere favourable, oe 
(a i ga ae 
andtaiv, Paddy ripening Winter crops promise well, Pave”, a ” 
Lewes Bat 


















Couman Macauuay, | 
Secy. to the Govt. of Bengal. . — 


Marine to enn, 
Maxunem. 
Minima. 

Mean wet bulb. 
Vavowr tension, 
Hamidity. 
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N by W and NW by W 
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onl The inean pressure of the seveu days cok yard.” cat 
_ = -‘Phe average pressure of tue correspouding period for 24 years, 8S. G. Office 





“7 » on * at 
ee The mean temperature of the seven days vet Ae 970" noe 
Phe average temperature of the corresponding period for 24 years, 8. G. Office Panes ¢ 4 itt wok 
| he extreme variation of temperature auring the seveu Gays eve soa URO Dr at 
> Toe maximum temperature curing the seven days Be Bt te ime eae 868. Sere 
Tas, The highest velocity of the wind in one hour during the seven days ee as a 16° 

; The highest pressure of the wind on one square foot during the seven days = vs pg Not m 


The wean relative humidity duriug the seveu days 


Tne total fall of ram from Q2ud to 28th October 5 Da wer 
by The average fall of the corresponaing period for 24 years, 8. G. Office ... 
«The total fall from Ist January to 24th October 1882 es <n 
‘Whe average tall of the corresponding period for 24 years, 8. G. Office ¢.. y 
| __ Tne mean pressure, temperature. &e.. are deduced from the traces of the Baroprn 
d fren observations made at 6h, 10h, 16h, and 22h, 
: ~ “Phe maximum anc minimum temperacures are obtained from self-registering | 
Thermometers are verified, aud the readings have been corrected to a standard ; 
at the Kew Observatory. They are exposed under « thatened shea pen at the sides, aud 
et avove the ground, Kd 
Ge varometer readings are correctea approximately to those of the 
érly at the Survevor-General’s Othce, : 
awe hygrometric cements are obtumed from Tables LIL, IV, and V_ of the 
rologieal Ofhice, anc vasea on Regnault’s modificanous of Aug: 


Pies Sestacn ct the movement of tue winn are taKen frow the trace of 
_ Th moh eran aon we ome wane nants 


eee x dew, o overcast, d oe 


os 





Vaponr tension. 
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- th yee a The mean temperature of the seven days ons ve 779 
_---- Phe extreme variation of temperature during the seven days .. «. 183 gt 
a ‘The maximum temperature during the seven days ... <9 ». 880 
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ua = ii 









4 y The mean relative humidity during the seven days ave oo 78 4 a 
i Inches, Re ; 
The total fall of rain from 22nd to 28th October 1882 aes soo’ Nib i a 


‘The mean temperature and humidity are obtained by applying to the mean of the 10h, 16h 
minimum readings a correction dependent on the rauge, and derived from the hourly obeervae ee 


aes partbe Surveyor-General’s Office, Chowringhee, in past years. 

Sei 7 ; ak ae 
| Merkoronocieat Orrice, Lvpta, Joun Exior, . ee 
of b. Ce, ee 


be) BOth October 1882. for Meteorological Reporter to the Gout, of India, t. 





earns 4 
eres! 31 ‘97 
74,18,768 10 10] 2,02,885 15 0 1,00,23,498 1 
WP dance ear Mectcta ———| 
8,00,18,048 30 | 80,00,.987 9 0) 283,690 9 °61,14,92,008 8 
+ —_——— 


158,000}) 2,13,185 10 0 | 18,41,572 20 | 4,095,507 10 R305 15 nan 3 
M1 7:20 Pobre a4 4 592 475 15 
2,970,010 |90,30,420 1 0 | 2,86,08,078 0 | 80,67,00020 11) 1,08,850 4 0/1,18,80,000 0 


BENGAL PROVINCIAL RAILWAYS. 
Weekly Statement of Traffie Receipes. 


RUCKIPTS POR WERK ENDING bres tar ere a xox va 


17th Sept. 1881. | 10th Bopt. 1882. | TO 7th Bept. 


DARJEELING HIMALAYAN RAILWAY COMPANY, LIMITED. — 
Weekly Statement of Traffic Receipts. 


RxcErTe FOR WEEK ENDING 


4th <y Taped 2rd Beptember To san een I ot 
; : .. 





Zz i r) 
a. PB tr Rs, a. ¥, Ra. A. Ra A. 
20 ones ry 4 | 13,189 3 6 246,400 54 8 82,167 10 8 


GILLANDEns, Avdnoraxor & 
pansRELING HIMALAYAN RAILWAY COMPANY, LIMITED. Boies S 
Weekly Statement batoment of Iraffie Receipts. 


Recrivrs YOR WEEK BNDING TOTAL RECKIVTS PROM IsT JANUARY Fy 
Total increase - 


4 | ————_- ——_—_——_—— 
« An 1882) 


ist Ortebor | vith Septembor | Mo lst October | To: ber 
198). 1482, 1841, vaian' Nea 


Re. a. DP. Re. A. FP. Ra. ee * 
OBL Oo i ‘ 1,86,126 5 
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OLUTION ON THE REPORT ON THE ADMINISTRATION OF THE sees 


SALT DEPARTMENT FOR THE YEAR 1881-82. Si = 
‘ REVENUE DEPARTMENT—MIS8. REVENUE, r f 


Calcutta, the 2nd November 1882. -. 
RESOLUTION. 








the Government of India for the paiee sistas Clee 
ut India ndia in July 1878 continu a ah 

p un: copys _ ; 

od at Re. 2-14 a ope 
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Import a MOR hese eae sca” oat oo taes 2,24,10,817 2,27,49,949 
Exuioo dita Som SD Sy Tense cc ”20;97/490 


Total 2,96,83,872 aga ~2,46.36,981_ 981 2,38,47,388 
partes alan ilesmied 








Y A Provincial. 
’ ° 4 
‘ wareh: sO Oe Si 4 7,875 56,248 1,08,684 
Mica a SF Saree fase | a7saos | "she 
E | Total ,,, 1,30,827 1,038,636 iz 35,041” 
Total Receipts .,, | 2,a7,63,090 | BATADIT | 2,90,62)480 
Py et ed —_— 
CHARGES, 
Imperial, 
Compensation jd under convention to French 
sel a 1,26,500 6,59,000 " 
Tniand Customs Preventive Eatabliahment, ‘Batar 04,893 (a) ae es aS, 
Salt Prevontive Establishment, Orissa ae 9,624 baa 
Refund of Customs duty on salt pe mp | Qos 7, ew 
Total 221,393 7,54,748 8,76,157 : 
Provincial. eee ~ a 
Salaries, establishments and contingencies .., 47,717 $2,926 ; 
Refund of Customs duty on salt ot wi 2AB;ZOO | csv ees 
Refunds other than Customs duty on salt .,, AES 
Total 2,06,270 2,51,125 J 
Total charges 4,87,663 10,05,878 











The total receipts for the year were Rs. 95,516 in excess of those for a 
1879-80, the next best year of the series, and this notwithstanding efanee 
te the receipts from excise salt exceeded those of 1881-82 by Rs. Va * 

ng for the compensation payable to the French Government, the charges ‘er 

show a real decrease as compared with those of 1880-81, and a nominal bee we x 

as compared with those of 1879-80. As explained, however, last oe ae den fe 

variations in the payments made annually to the F rench Governm aa: But 
a disturbing element into the charges, which renders all comparison te 
aggregate expenditure of any two years valueless. During each of the | 
.two years Rs. 20,000 only were — on this account, the. annual. 
*eompensation due being sedi 44 lakhs of rupees. ‘The expenditure of the pa: 

on establishment and refunds, however, compares favourably \ with that 

the year before it. © Bi = 

2. The quan‘ity of salt in stock at the commencement. of the 
20,36,503 maunds as against 13,28,348 maunds in 1880-81. fers 2, 

year '94,79,550 maunds were imported or manufactured. Duty was 
m 91,61, 096 maunds, and 23,18,543 maunds were in stock o: 
Bist March last. In 1880- -81, 94, 84, 219 maunds ‘were im ported o: 
faetured, and duty was paid on on 87,41, 759 maunds. Of the. ecole 
the commencement of the 16,04, 809 maunds were impo: 
remainder was excise ae 0 carl 1,35,071 ‘maunds or 31:2 p 
stock at Pooree, and 2 21,612 maunds or 51°3 per cent. at Bal 
and Ca’ she tts maura and 30,817 maunds respectivel: 
ort e by the salt manufactured during 
‘imported (90,03,787 pets oot aed poo! 
awhole amount of salt 


ele 71-9 we 
sm celica nt 15,08 008 



























secpelasteenectiige BTASSDGL. in proportion to the’ toa 
4 rely in 1 n proportion to the 

imported in 1880-81, the ratio of increase was much more rapid at 
ng than at Calcutta, being 7:8 per cent in the former and 1:2 in the 
ace imports to Calcutta from the United Kingdom and Italy 

increase ; while those from France, Bombay, and the Arabian and 
"Gae declined. The whole quantity landed at Chittagong came 
United Kingdom, with the exception of 2,877 maunds from France 
minal quantity from Madras. Until the year under review no direct trade : 
been carried on between Chittagong and France since 1870-71. The ° a 
jorts from the United Kingdom are supposed, like those of coal already 
F review of the Customs Report, to have been caused by the .” 
@f freight obtainable from India to England. The importation | 
al _merchandize from the United Kingdom not having afforded — 
t freight to the vessels required here to meet the increase in the — + a 
ade, vessels were despatched with salt cargoes instead of being sent 
Fipriearances of imported salt from shipboard and from bond " ‘a 






































































‘considerably during the year under review, while the sales of excise * i 
ed, thus— 4 
1880-81 1881-82 . 
i gy - Quantity. Duty, Quantity. | Duty. ep 
‘ae ice) Mas. Rs. Mas. Ne =F, “a 
© ‘Olearanees from shipboard —... | 63,20,466 | 1,75.78,512 | —65,94,066 | 1,81,86,908 a 
' pof imported salt from a 
Se) a rr ...| 19,938,887 | 50,10,524 | —21,82,526 ) 51,90,128 ~<A 
Bales of excise salt... en 1,27,904 |  10,97,47 8,84,502 9,738,170 Rp 
? : ee : Bi 
as a Total ...|  87,41,757 | 2,86,86,443 | 91,61,094 | 2,43,50,201 
it See 
"7 quantity cleared from shipboard, 64,92,330 maunds were sold te 
nd 1,01,736 maunds at Chittagong; the increase, as compared with ag 


year, being 2,07,415 maunds or 3°3 per cent. in the former case . % 
maunds or 1861 per cent. in the latter. The increase in Caleutta mm 
by the fall in the prices of salt caused by the large stocks already g 
t, which.led merchants to sell at once rather than incur the " 
nding with the prospect of a further fall, and by the demand iY 
is Larger clearances for Naraingunge, increased local ~ 
ad the want of bonding accommodation are assigned asthe causes ot 
at Chittagong. Increased purchases of salt would moreover =o 
one of the first results of the comparative abundance of ready + ae 


rn districts consequent on the large ci pul of rice and jute. ms 
the clearances from bond was marked both at Calcutta and ia 
5,881 maunds at the former and 43,268 maunds at Pi 


imported salt sold at Chittagong, which amounted to . 
_maunds, or 53°4 per cent., were sold for consum -- 
456 maunds, or 85-9 cent., were cleared for ae 

vinder was despatched directly to Noakholly and ~ 
tioned during the year for the establishment | ~ a 
but was not carried into effect = 












. revenue authorities of Bengal and Madras, which will, it is fees 


“apparent towards the close of 18%0-81, was said to be the 






remarks are theref 
22,562 maunds to 17, r 
efforts made by the man r 4 
them to take advantage of the rule which permit 


of the preventive establishment to Government in any case in the d 
aid is 20 times as great as the cost of the establishment. In Balasore the 
Poonsaé from 2,52,631 maunds to 2,02,763 maunds, is accounted for by the heavy - 
rainfall at the commencement of the year, and by the unwillingness of the 
manufacturers to take out licenses lest the competition of the East Coast — 
Canal might diminish their supply of labour. The Commissionor and the 
Board attribute to the same cause the decliae from 2,81,422 maunds to 1,62,981,' 
maunds in the quantity manufactured at Pooree. This explanation is 
certainly more probable than that given by the Collector of Pooree, that the 
manufacturers at the Chilka Lake deliberately manufactured small quantities 
in order to sell at a high price as soon as the Ganjam stecks, which were. 
believed to be small, should be exhausted. ‘That policy could only be a 4 




















ful where, as in the Dutch monopoly of the pepper trade, there was no” ae 
bility of the demand being supplied from other sources than a single body of 


manufacturers united for a common purpose RS 

6. The decrease in the sales of excise salt was confined A the Pooree, | 
district, where the decline of 77,752 maunds more than counter ced the 
increase of 4,500 maunds in the 24-Pergunnahs, 28,965 maunds in Cuttack, — 
and 884 maunds in Balasore. The increased sales in the 24-Pergunnahs are 
believed to indicate a revival of the taste for country salt in that district. 
The Board believe the rise in the sales of Cuttack salt to be due rather to the 


_ partial supersession of Balasore salt by Cuttack salt in both districts than the 


rowing preference for Punga salt from Cuttack over Kurkutch salt from 
Beste, to which the Commissioner attributes it. The jm sok of the 


-Pooree manufacturers, based on the smallness of the Ganjam s 

Ganjam were sufficient to supply all demands, and emanded 
who might otherwise have purchased’ in Pooree. The Board rive 
Tributary. Mehals. Arrangements were made during the 





















if it did not induce them to curtail their manufactures, at all events 
made them hold over for high prices, was disappoint The stocks in ~ 
e high price demai 
by the Pooree traders drove to Ganjam a large number of 
which show clearly that within the last three years Ganjam salt has largely 
superseded salt from Pooree in supplying the wants of Orissa and. the % 
effect of stopping sales of illicit salt under cover of Ganjam pa és. 
7. Thesalesofsaltin the portions of the saliferous district 
and Orissa, in which the rowannah system is in foree, rose _ 
year under review from 9,738,509 maunds to 9,77,701 ma 


report submitted by the Board shortly before the close of 
the decrease of consumption in the Contai thana, which h, 


illicit manufacture within the thana ; but though this was no~ 
source, another of greater importance, and. at the same time so o 
seems extraordinary that it should have remained so long undi 
found in the removal of a large number of dealers in the | 
the Contai thana to the other side of the khal separating 

thana Egra which lies outside the rowannah limits. It appears 
1879-80 13,106 maunds were sold in the Balighat Hat on: 


“é 


° 
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See ye 

























7 oe . " . ; 
place is duo to the efforts made by the Sub-Divisional Officer of Cox’s 
fo put down smuggling from kan. In Balasore the increase is 
ted to the larger demand for salt owing to the influx of labourers to work 
East nal, and to the suppression of illicit manufacture. The © 





ereases in Jessore and Noakholly were unimportant, but the falling off in 
"Cuttack amounted to 13,131 maunds, or 6-7 per cent., and is attributed to a: 
oe pas _ the introduction of Ganjam salt, which is supposed to have beer facilitated by 
_ the form of Fag issued by the Ganjam authorities, which did not specify the = 
' a locality in the Cuttack district to which it was proposed to take the salt a 
= imported. This omission will now, it is believed, be rectified. 











SL ame 
+ 8. +The returns of salt attached, released, and confiscated during the ‘ 
ee He “year are more satisfactory than in 1880-81. Five hundred and thirty seizures is 
were made against 684 in the previous year, but the quantity of salt “og 
po atte wag only 891 maunds 3 seers 11 chittacks, or about 1 maund 12 seers * 
*s . 2 chittacks in each case, against 3,039 maunds 11 seers 4 chittacks, 4 maunds = 
* «22seers 12 chittacks in each case in 1880-81. The amount released was ‘a 
_ 656 maunds ‘18 seers 1 chittack against 2,908 maunds 23 seers 6 chittacks, . 


id the percentage of salt released to salt attached fell from 95°6 to 77. Wrong- | 
' ful seizures were made in only 28 cases out of 530 in 1881-82, against 52 cases 
~~ out of 684 in the previous year. If these figures may be accepted as — © 
i ee a fait indication of the consumption of illicit salt, and of the vigilance of 
_ the police in checking even the smallest cases of smuggling, they certainly 
wien “ning a great improvement. Care must, however, be taken that, while petty 
© ‘cases are put down, others of more importance do not escape ; and it must not be 
_ forgotten that the benefit accruing to the revenue from the actioa of the police 
may not always compensate for the harassment to which the people must be 
subjected. In the case in Pooree, for example, where the average quantity 
_ attached in each of 30 seizures was only 2 seers and 6 chittacks, the Lieutenant- a 
_- Governor would gladly be sure that for each seizure several unsuccessful i 
by ak searches were not made. This is not said with any desire to discourage the police 
| © “in this matter, but it is important that the operation of the salt laws should 
dain 4 wit be made a means of oppression and extortion. A return should be given, 
~ 







possible in the next report, showing not only the number of seizures, but the 4 
mber of unsuccessful searches made by the police. The Lieutenant-Governor 
agreesin the remark of the Commissioner of the Burdwan Division that 
per medium between indifference and over-activity can only be secured 
stant personal attention on the part of the District Superintendent him- 
The districts in which the largest amounts were confiscated were the 
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zunnahs (Mds. 44-13-6 in 64 cases), Chittagong (Mds. 85-3-13 in 118 is 

0 nd Balasore (Mds. 33-21-12 in 31 cases’. In the following districts the i) 
egate amount of the seizures was below 10 maunds :—Howrah | Mds. 5-8-8 in “7 
ures), Jessore ,Mds. 7-16-4 in 28 seizures), and Pooree (Mds. 1-34-5 in et: 


, The number of prosecutions for offences against the salt laws rose from. sf 
_ in 18*0-81 to 1,:62 in the year under review. The number acco “a 
, including cases pending from the previous year, was 1,258 against 1,054, Sp 
ions were obtained ia 1,151 cases against 982 in the previous year. # 4 9 
y conditions, these prosecutions are inevitable; but the Lieute- : 
would gladly see some system devised whereby the just ¢laims a 
ent revenue could be secured with less friction than 1s indicated 
of prosecutions. He trusts that the attention of experienced 
ted to this point during the year. ‘The Government is not 
rion of the present preventive system in any particular, 
e it if a better one can be devised. The largest numbe 
tuted in Midnapore (204), the 24-Pergunnahs ( 
), and the smallest in Howrah (17), Po 


owed an "eg nana sn hed 
ecepte d e uctions In Vw 
hecking illicit dealing. The one 


respectively were Rs. 8,231 a1 
the 1 = : year. Excluding 
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indication of increased 


Government on the poi 
‘still further restricting the operation of the rowanah system in the saliferous 


Being exclusion from it of the district of Pooree. 
men 
and thana Basirhat, in the 24-Pergunnahs, were also excluded. The 


the three years succeeding the exemption of Pooree, the sales in that di 
in the year under review they were littl 


be attributed to the change of system, but are due to various causes which 
enabled the Pooree manufacturers to compete on more favourable terms with the 
.. Ganjam manufacturers from 1877-78 to 1870-80 than they have been able to do 


statements made at the time of clearance from Ganjam and Pooree show that 


than was the case in the last three years before the exclusion of Pooree from 
the operation of the rowannah system. So far as it goes this fact indicates at 
least that no evil results to the revenue have followed from the exclusion, while 
the general benefits to traders in the direction of diminished harassment and 
trouble is obvious. The ascertained consumption in Cuttack and Balasore is 
sufficient to preclude the idea that extensive smuggling now exists in those 
districts, and the Board are therefore of opinion that the rowannah system ma’ 


Governor concurs in the view taken by the Board, and believes that the risk 
of extensive smuggling may be almost entirely removed by adequate aoa" 
supervision at the aurungs, or salt manufactures, and that the slight loss o: 


the benefit which will follow from it in other respects. Before p 
“orders in the matter, Mr. Rivers Thompson will, however, await a 
report from the Board, after communication with the Inspector-General of Police 
regarding the measures which may be considered necessary for the repression ¢ 
smuggling and for the redistribution of the golahs. In the remaining sé 
districts the Lieutenant-Governor agrees with the Board that no chan, 
~ “taken place since last year, and that it is therefore impossible at present to 
oh any further area from the operation of the rowannah system. re 
me 11. the quantity of salt bonded at the Sulkea Golahs during 
se was 21,32,146 maunds against 22,43,105 maunds in the previous year, and 
-. “amount in bond at the close of the year was. 15,95,539 maunds agai 
Bs. 14,25,702 maunds at the commencement. The following ex 
_ by the Collector of the decline in the —— salti— 
With the large arrivals the price of salt began fo fall, and in the uncer 
point the decline would go, merchants preferred to sell their alo 








10. In accordance with the wishes of the Government of — the | 
Board have submitted a full and careful report regarding the’ “E 
districts. At the instance of the Supreme Government the protected area was 
considerably reduced in the year 1877, the aig then made 

ast year, on the reconi- 
tion of the Board, thana Maslandpore, in the district of The Booed. : 


having carefully considered the effect of the exclusion of Pooree now recom 
mend that the districts of Cuttack and Balasore should also be excluded, For — 


showed a considerable increase, but they fell age somewhat in 1880-81, and bi 
e larger than had been the case - 
previously to 1877. The fluctuations, however, are not, the Board believe, to 


’ safely be abolished there also. The incentive to smuggling is now consi X 
less than was the case before the reduction in the salt duty. The Lieutenant- 












revenue which may result from the measure will be quite incommensurate with 


wet 
Np 
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either before or since. The sales of salt cannot, therefore, be accepted as : 
evidence either in favour of the change or against it. Looking at the wn 
consumption in Pooree also the evidence is not very conclusive, but the — 


the consumption for the years 1879-80 to 1881-82 was considerably greater — 
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erry Rainfall, Weather, and State and Prospects of the Crops. 
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Statement showing Reinfall, Weather, and State and Prospects of the Crops im the different Distriet — 

of Bengal, as reported to Government during the week ending the 4th November 1882. — a 

cep. 

| Diatrict, and dave of 
‘return, 


ww 


































Rainfall : : 
at Sudder' Character of the weather, state and prospecte of the crops, and hi 
Stationin state of health at date. 

inches, ° 





81 {Weather—rain on 2nd and 3rd, restof the week dry. Prospects of Woth rice = 
and winter crops generally fair. Fever reported from most places, " 














Nil |Weather—cloudy and hazy. Warm for the season, Prospects of crops continue ow 
O6 fair, Late rice coming ear in places; but some damage from blight “a 
0°50 | from one or two Sowing of winter crops becoming general, Fever re 
0°65 reported from different parts of the district. 4 
Nil |Weather—warm and clondy at night, State of crops favourable: Late ta 
045 | rain at Rampore Haut and clouds at night may do some harm to amua crop. : 
Prices of food-grains stationary. Fever still prevails in somo places. | 
0°66 hee ie Prospects ofspaddy favourable, Fover prevailing in many. 
0:37 Weather—hot and stormy. Ruin will damage the crops, the ts of whieh 


are not good, except in Serampore sub-division, General health indifferent. 
Fever and cholera still prevailing in thann Sorampore. 
O'I8 |Particulars not given. 


Weather—hot.and cloudy. Prospects of late rice and sugarcane satisfactory. 
Public health generally good. Cholera of sporadic nature reported in some 
villages in Diamond Harbour. 

Weather—cloudy and warm. Prospects of amun not favourable. Other erops 

vn| 082 | doing well, Mortality from fover on the increase, Cholera reported from one 
| O12 or two places, 





















0-48 : 

142 r 

O25) {Weath ith clouds and slight rai and. | Prowpecte S| 

' 0" eather— warm, with o and slight rain on 2nd. contin bond 

™ . fevéavalds, Slee crop now in flower. Much fever and slight cholera, " ~ 
» 4 4 | 1:83 |Weather—hot and cloudy, with occasional heavy showers, Prospects of amun 3 


crop are still good, but the late showers have done some harm to the winter 
érops, which are still being sown. Fever and cholera reported from parts of 
the Sudder sub division, Magoorah, and Narail. 


Weather —seasonable. of crops-favourable. Sowing of winter crops 

commenced. Fever pre here and there 

Weather—seasonable, Prospects of crops generally good, Price of rice 21 to 
81 seers per rupee, te 

Weather—rather close for the time of year. Prospects of crops gen 

able. Fover prevalent in Nohutte and Durgapore, Sporadic cases of cholera 

reported from east of district. 

yf as and seasonable. Prospects of all crops continue good. Public 

Weather—warm and cloudy. Standing crops doing well. Cholera prevalent in 

sekeccat ain ps kt ead ie geet, Seeds. Gray Bula 

Nil jot an i joudy. 

090 | Cholera and fever a tae anna a thi time of eat” -_ 

Nil |Weather—fine and clear. Mornings and evenings cold. Clouding up a little to 

the north the last two days. Crops doing well, Public health ' 

Nil |Weather—seasonable; if anything, somewhat warm during the day. State and 


prospects of Jute nearly all out. 
Nil tale oe ‘A very. quod late rice harvest Se.acpesklle’? 


Prospects elsewhere also . ‘Tobacco seedlings plaree 
Rice selling at Re. 2-2 aha a a — ’ 
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Districts—conta. 
22 \Chittagong, Nov. 7 'Weather—cloudy, with occasional rain; unfavourable to itheieah Prices 












Jj steady, Cattle-disease still prevails. General health : 
E 23 |Noakholly. vn 2 » Weather—fair; mornings rather cold. Barly amun harvested. 
' in course of cultivation throughout the district. ya bord 
24 |Tipperah, a Cw Weather—hotter than usual. State and prospects of crops very good, My 
- : Brahmnnbaria % i 
hs 8 
oe 


Wenther—variable. Heavy fogs und unseasonably bot, Heavy ngs on ote 
25th. Jum harvest still continues. Cotton in pods, Sugarcane and 

paddy doing well. : 
Weather—dey and slightly cold at night. Prospects of amun fair. Chillies and — 
tobacco being transplanted. Public health good. 


26 |chi Pail Oct. 1 
< ttagong et. 


Hil) Tipperah, Nov. 1 





~  )_, 26 [Patna, Nov. 4 Weather—day warm ; night cool. Rubee sowings going on. raga ct 
. 5 “el “ mustard growing splendidly, Cutting of sugarcane continues, 
me! e . good 
: 27 |Gya, o Weather—cool. Prospects of khareef good. Ordihary fever reported from 
“— Nowada oe several police stations, 
-* Jehanabad i 
Aurungabad i hy 
28 |Shahabad, » 4 il |Weather—cloar blue sky, with soft cool breeze in the morning, sre 
% Bhabooah i winter rice begun; the crop seems to be an average one in most : 
6 Buxar oy Weather most favourable for rubbee sowings. 
Sasserem i 


Weather —dry, clear, and cool. Bhadoi harvest ali over; so far estimated about ° 
10 annas. Rice crop promising wall, ex on high ground, where it is me, 

dry. Cultivation for ,wbbee going on, ces statio Health w 

Cholera has not quite disappeared, and fever is reported from phen, 


south. 
Weathor—fine, Prospects of rice crop excellent. tubbee sowings progressing. 













Parra 


80 |Mozufferpore, aie Nil 
Prices of food-grains stationary. 

*g) |Sarun, ow & Nil |Weather—fair; mornings aad evenings cool. Prospects of winter rice continue 
Sewan Nil favourable. Rubbee sowings going on. Rahar doing well, General health 
Gopalgunge Nil good. : | 

a9 |Chumparun, ‘4 Nil |Weather—seasonable, Prospects of crops continue good. Choiers has dis- ] 


appeared, Cases of fever still reported. 
Nil |Weather—seasonable. Prospects of crops continue good. Cholera reported at 
Nil Jamalpore. ; \ 


Weather—botter than usual at this time of year, Prospects of standing rope 
good. Rubbee sowings in progress. 

Weather—clear and fine. State and prospects of crops fair, Sowing of tobacco, 
potatoes, mustard, &c., progressing. Fever bad. 


Weather—mornings and evenings cool Prospects of winter page not very. 
favourable through absence of early rains. Some cases of eee 
occurred. 


Weather—clondy and close ; unseasonably warm, State and prosvects of , 
good in the west half of district, backward and poor in the east half. — w e | 
aur-q 


prevalent everywhere. Sabah td 


83 |Monghyr, Nov. 4 
Beguserai 
Jamai 

$4 |Bhagulpore, ~~ 


97 |Sontho! Perghs, ,, 4 ,,| Nil 
Deoghur . 





Godda 
Rajmehal 
Jamtara 


Weather—clondy. Laghw or early sarad rice ripening. 
Rubdbee crovs growing well. Common rice selling at 
rupee, Public heulth good. 

Weathor—fair in the mn, Seay and rainy towards the end ¢ 
Rain almost all over has done to the late 
Bein ehnoat oll oven tbe disiel-Tt b ear. Sarud 


sett ria ree a 


ly good. Miscellangous doing well, 
na atone. Nememneleses eport 
an 


‘ ‘More prey less rain throughout sag hg - “tome 
bn; ng sown, ce 
wf err bsng nel Put heal 
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g@ return 
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rresponding return 
of last year, 

of last -yea 
Present return. 


of last year, 


| Next preceding returu, 
Next preceding return. 
Corresponding return 


| Present return, 
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Corresponding return 


Next preceding return, 
Next preceding return 


Present return. 


Correspondin 


Cor 
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Western Distriote, — 
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20 
19 
17 
19 


020 8 4 0 ‘aati j120 01°00 13 8/14 8110 0 I 16 if 146) .. | Bardwan, 


042 0 45 0118 ele 020 O; .. 0/820 0 13 | 9 a pee ede Bankoora, 
8 108 60, ... | Beerbhoom. 
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8 19 0 0 /200 0 | 160 0 |1! 0 
0 18 0 19 0/1655 0 0\160 0 2 14 018 140 Midnapore, 


0 20 0 28 0 j1200 0/100 0 2 14 0/2 14 0/3 12 0} Hooghly. 








0 20 ua 8!800/80 01 800 10 8/2 19 09 12 03 14.0] Howrah, =... 
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‘underttentiontd Marts of Bengal for the Fortnight ending 81st October 1882. 
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29th October to 4th November 1882 jars 
| TeMreeatoRn. Hrenomnrer. | Winn. ) 
Ft a ret 
i a an Bliss So 
3 : = 6 Z| Kun Wrarunn ; 
= . = . ’ 
3 3 é } H z ‘ Prevailing direction, ; 
A é H > |e ]|3 : ; 
FJ E y & . * a : 
3 H : e = z H s ia = Toei 
Bd = = s = 2 > 2 \|z 3 , ae 
ee 4 
6 a|a|e}] 6 | & Itnne| 6 |% Tmoives|- ' ¢ 
77-2) B41) 190) 711 | 71°2 Yoress | 679 | 73 | NNE and NNW ee} 14D. | NGL | Clow, 8 | , 
770 | sv4| 141) 70-3 | 724) “97 | 684 | 80 | NNW | 200 |" 3, | Clear, 
. - 
776 | 861 | 138 | 723 794 | 772 71°56 | 83 | NNE and variable as 89 | 0°09 | Chiefly cloudy, 
2 156d. be’ 
782 | 86°0 | 128) vee!) 762 | °875|) 762 | 91 | SSE and variable «| 48) Not | Cloudy, o, gid. . 
dure- 
ble. 
174, 866] 114) 752) 759 | 876 | 762, 08 | SSE'and 8 ve | 49] 140) Cloudy, 0, ==) 4, 
te P. 
| 
79°0 | 842 90 | 762 | 76% "880 | 75's | 80 E by N,calm gud variabio...| 40.) Nil | Cloudy, o, g. 
| | a 
41 708 | 861 | 95 | 7501 746] 7976) 717 176 | B by N and NE «fo 62} » | Chinfy > cloudy 
* | = a: 7 











: - ‘ Inobes, ; 
i ‘The wivany pressure of the seven days * 29°626~" ¢ 
- The average pressure of tne corresponding period for 24 years, 8. G. Otice =. 29906 ny 
ie - = 4 
> Pe wean temperature uf the seveu days a on Oe 
e  WDhe age temperature of the correspouding period tor 24 years, ie Othce PoAmae jr 5 
‘The extreme variatiun of temperature during the seven days oss cot Re 
The maxmnm temperature auring the seven days see ‘ ~ 866 
on Mies, eed 
--Yhe highest velocity of the wind in one hour duriug the seven days oan ion ll ave 00 A | 
4 Rico Vane 
Y The highest pressure of the wind on one square foot during the seven days aoe 8 sh 
Te. *~- " a “le Ya. 
 - The mene reiative Hundity auring the seven days a3 . me 4 





84 
The average reiauve humidity of the correspouding period for 24 years, 8. G. Office .., 74 5 
Luahos, 


Tne votal fall of rain trow 29th October to 4th November 1882. Pr 
Tne average tall of the corresponding period for 24 years, 8. G. Office .., 
The vrai fall from Ist Jauuary to 4th November 1882... 
The average fall of the corresponding period for 24 years, 8. G. Office . 
© Tne mean pressure, temperature &¢. are aeauced from the traces of the B 
from observations made at 6h, 10h, 16h, and 22h, 
So gah 400 MWIMUM temperatures are obtamed from seli-reyisvering tne 
eters are verifiea. aud the cabin adds. ‘snea, Snbkesenl Ae 
Kew Observatory. They are exponen anoer a thatened shea open re ve 
t avove ‘the ground. 
The varometer readings are correctea approximately wo those of the 
ly at tne Surveyor-General’s Oiice. , 
Toe hygromesne eiementa are ootatuea trom Tables 111. -1V, ana V ot. 
teoroiogical Office. ano vasea on Regnauit’s modificanons of August's i 
1, The-eBxection of the movement -of Spe rue ort ces SST HON 
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wieght pdnadehittised Obbareatindintaken at the Metecrciaithe 1 Ofte, 
- -* Ghowringhee, from 29th October to 4th November 1882. 
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Diy Rene | | Hy@nomnrer, | 
con oad : pe 
pense g | i ; 3 £ | 
Shes a ‘ s z = : 3 a 
i | SESE Ae SE. | SG irr 
. ; 1682, ° ° | o o Inches, | o * Frches, © 
October oe os. Tn | 771 86-0 162 70° ‘828 | 73°6 80 | Nil 
Rees cw of Oth 178 86°1 16°3 70° 743 | 708 80 5s 
ey een St. 76°2 87'3 138 736 828 78°8 92 | 048 
SS aaa ae enn a ee a Ol née | 762 884 | (75°5 92 | 08 
J <9 ale Capaaan ma” Yaratsia 7 *%: aa 178 87'3 112 761 901 76 a4 | 0-10 
's ove “ a aes | ass 791 840 77 703 “896 76°90 90 047 
em ew eth. 80°6 86'8 95 763 819 73°2 78 Nil, 
° 
The mean temperature of the seven days oe «- 78:0 
The extreme variation of temperature during she « seven days ... ioe 168 ie 
24 The maximum temveramure during the seven days ... iar .- 873 +5 
‘ts 
\ The mean relative humidity during the seven days ; . 88 
Inches. 
Yhe total fall of rain from 29th October to 4th November 1882 108 


tore The mean temperature is obtained by applying to the meau of the 10h, 16h, and minimum 
readings a correction dependent on the range, and derived from the hourly observations ‘at the 
- Survevor-General’s Office, Chowringhee, in past years. 
The means of the hygrometric elements are the crude means of the values derived from three 
- sad of the instruments. 


 MersoronocicaL Orrice, inva, Joun Exior, 
~The 6th November 1882, for Meteorological Reporter to the Govt. of India. 


2 Report on Traffic of the East Indian Railway during five weeks ending | 























QRZ + 
ay ek 26th h August 1 1882. 
ay —) 
C $4 Tne approximate figures for the period are as follow :— 
ats a : Coaching. Goods Tow! je erptier F ag 
; ; eluding ‘aniciuamaoe. 
” co" coo. -e—e—_s- 
N Rs. Mads, Rs. Ra, Mds. 
> angie io, 819,870 ? 10,49,007 66,01,063 24,79,620 85,20,427 49,98, 688 uses 
vo OD6,S34 8,40, 262 62,47 ,402 25,00,465 $2,350,706 20,283,569 — 68,282 
oe = 123,036 2,00,646 $,63,001 80,075 208,721 20,75,006 48,660 
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40 tuna at this season of the year, was liniils aegteuntedl by (he movemeats of seoupirfoetaieg 's bualaai 
ay. tore doepatened to Reypt. 

‘in numbers in the ordinary traffic, but a falling off in receipts, ac” 
Goons. Ups 
Sadan has increased to the beer eh per cent,, and this has arisen from the improvement in the » 


ch shows a rise in quautity carried ‘of 86 per cent., and in carnings 89 per cent. 
i for remark are— 





Rail eine 
way (foreign). 


